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INCORPORATED 19 0 1_. 

The Edwards Embossed Metal Ceilings and Side Walls 


In the following pages we show a few of our many correctly and artistically modeled Metal Ceil¬ 
ing and Side Wall Designs. 

Having just erected new factories, installed new machinery, and using none but the best grade of 
steel, with only experienced mechanics to work same, we are turning out a line of plates that are superior 
in every detail of Construction, Quality and Appearance. 

Artistic taste and specially devised machinery have made it possible to use steel for Ceiling and 
Side Wall decoration. It is more healthful than plaster; does away with dampness in buildings inci¬ 
dent to the use of plaster; takes a low rate of insurance, being Fire and Waterproof; very easily ap¬ 
plied; it improves the acoustic properties of a room, and by the artistic arrangement of panels and 
mouldings, offers possibilities of treatment hitherto unattained. 

The Edwards Metal Ceilings and Side Walls are made from sheets of mild steel, usually of 28 or 
29 gauge. These are given form by being placed between dies and subjected to the action of a pow¬ 
erful machine hammer. By this method the administration of heavy and distinct blows tends to pro¬ 
duce sharper angles than when the steel slowly yields to the application of hydraulic pressure. 

If you will forward plans or specifications giving dimensions of rooms to be covered, we will pre¬ 
pare a detail drawing showing the arrangement of Plates, Molding, Filler, Cornice, etc., and forward 
same together with a lump price for sufficient material to erect the ceiling delivered f. o. b. your railroad 
station. - 
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FACTS PERTAINING TO 

The Edwards Embossed Metal Ceilings and Side Walls 


In addition to being highly ornamental and attractive, The Edwards Metal Ceilings and Side Walls 
possess many characteristics of a decidedly utilitarian nature, which would seem quite sufficient to 
alone justify their slight increase in cost over lath and plaster. 

Closely joined so as to make them easy and economical to install, they present an almost air-tight 
surface and, being incombustible, they tend to greatly protect floors and woodwork in case of fire, and 
have many times by preventing the spread of flames until the arrival of the fire department saved build¬ 
ings from total destruction. Being of light weight they reduce to a minimum the strain upon trusses 
and joists. They neither crack nor fall as plaster is proven to do, nor shrink and dry out like wood. 
They do not hold disease germs or vermin and can easily be cleaned with sponge and water. 

The field for Metal Ceilings is almost universal and is constantly widening. They are universally 
used in dwellings, vestibules, apartment houses, bath rooms, kitchens, banks, buffets, restaurants, theaters, 
public halls, churches, educational institutions, and are largely employed in establishments where heavy- 
goods are handled, the resulting jarring, which would loosen the plaster, producing no effect on the steel 
sheets. 

The Edwards Metal Ceilings and Side Walls will weigh crated about 70 lbs. to the 100 square feet, 
and are given a priming coat of paint both sides before shipping. 

To make the proper finish this should be supplemented by at least two coats of paint, laid on after 
the Ceiling is erected. 

W 7 here much oil is used in the paint the effect is a shiny finish that has a tendency to blunt the sharp 
appearance of the pattern, making the fact that the ceiling is stamped very obvious. 

White Lead and Turpentine with just enough oil to give it a body will produce a flat effect some¬ 
what resembling plaster. This diffuses the light better than a smooth surface and gives the pattern an 
artistic outline. 
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DIRECTIONS FOR MEASURING 

First take the actual dimensions of the room in feet and inches, then add to each dimension twice 
the depth of the Cornice to be used. Add to this 4 inches for variation. For example, take a room the 
measurements of which are 15 feet 0 inches by 39 feet 0 inches. 

If your cornice extends down on the wall 12 inches, add 24 inches to each dimension, and then add 
4 inches for variation to each dimension, which is tabulated as follows: 


Size of room.15 ft. 0 in. x 39 ft. 0 in. 

Cornice . 2 “ 0 “ x 2 “ 0 “ 

For variation. 0 “ 4 “ x 0 “ 4 

Total.17 ft. 4 in. x 41 ft. 4 in. 


We now have the dimensions, 17 ft. 4 in. x 41 ft. 4 in.; multiplied, gives the actual number of 
square feet of metal in the entire ceiling, cornice, etc., namely, 716 square feet. Do not deduct for open¬ 
ings in the ceiling, such as stairways, skylights, elevator openings, etc., unless they exceed 100 square 
feet each. 

The deeper the cornice, the greater the cost of the material. The selection of its depth should be 
governed by the height of ceiling. For a room 12 ft. high the depth of plate must be considered in making 
a selection of designs. After the selection has been made and the price agreed upon, multiply the cost of 
the metal by the square feet in the ceiling. To this must be added the cost of labor for erecting. 
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DIRECTIONS FOR APPLYING 

Edwards Metal Ceilings and Side Walls 

Always begin to lay off ceiling at center line and work each way to walls. Strike chalk lines the 
length of the room at distances shown by lines on working plan which indicate the centers of lapping 
beads on the plates and mouldings. On these lines nail J/gx 1 inch furring strips. Cut cross strips to fit 
between these strips and place them as shown by lines on working plan. Nail strips in angle of ceiling 
and wall at a distance from wall equal to the projection of the cornice to receive the cornice brackets. 
Strips should be brought to a level by driving wedges between the strips and old ceiling or joists, or the 
ceiling will present an uneven appearance when finished. 

The Field should be applied first, then the Cornice, Mold, and last, the Filler. The Filler is always 
sent 1 or 2 inches wider than the dimensions of the room call for, to provide for any unevenness in the 
walls. Place the bead on the filler so as to cover the flange on the cornice and slip the other side of filler 
under the bead on the mold, then nail the mold tight. Use a sharp punch for making nail holes where 
there are more than two thicknesses of metal. Close or swedge with a small dull tool any joints which may 
not have lapped tightly. 
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SPECIAL NOTICE 

With every Metal Ceiling sold we furnish a drawing showing the arrangement of Metal, also a 
packing slip which contains an itemized list of all material, together with catalogue number and size of 
each piece; the Bill of Lading shows in how many crates or boxes the material was shipped, therefore the 
first thing to do upon receipt of ceiling material is to see that you have the proper number of crates and 
boxes. The contents of each crate should be inspected and counted, and with our catalogue and drawing 
to guide you, check off the items on packing slip. 

All our ceiling material is CHECKED and COUNTED TWICE before leaving our house, but should 
any mistake or shortage exist in the original shipment, we will, upon being notified, make correction; pro¬ 
vided, however, that notice is given BEFORE you start to erect ceiling. The next step will be to thor¬ 
oughly examine and make yourself familiar with the arrangement of the ceiling as shown on drawing. 
This drawing is usually drawn to a one-quarter inch scale; that is, every quarter inch on the drawing 
represents a foot of the actual size of the room. This drawing is always made strictly in accordance with 
the measurements and information furnished us; therefore, should there be a mistake of any kind in this 
drawing, we should be notified before you start to erect ceiling. 

The goods shipped will cover the space shown on drawing, but no more. If any waste is caused by 
mis-cutting, or if the measurements you furnished were not correct and more material is needed, we will 
only charge for same at pro rata, express or freight charges added. 



Furring Strips can be applied over Old Plaster, 
direct to Joist or Wood Ceiling* 


Furring Strips for Ceiling, 


Furring Strips 
Vs''xty 4 " 
Soft Wood* 


Construction 

of 

False Beam* 


Showing 
Small 
Cornice at 
the Top of 
Large Cove* 


Construction of False Beam* 
Brace Form* 
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No* *7*9—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 m* 

24 x 96 in* 

List price, $9*38 per *00 square feet* 


No* 1721 —French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $ 11*25 per *00 square feet* 


No* *722—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $***88 per *00 square feet* 



No* *728—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $9*38 per *00 square feet* 



No* 1729 —French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $8*75 per *00 square feet* 
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No* *735—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $*0*00 per *00 square feet* 



























































































































































































































































































































No* 1736—French Renaissance Plate* 
Size 24x24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $11*88 per 100 square feet* 



No* 1737-—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $11*25 per 100 square feet* 



No* 1738—French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $10*63 per 100 square feet* 



No* 173 9 —French Renaissance Plate* 
Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $11*25 per 100 square feet* 



No* 1740—French Renaissance Plate* 
Size 24x24 in* 

24 x 48 in* 

24 x 96 in* 

List price, $11*88 per 100 square feet* 



No* 1743-— French Renaissance* Inside Corner Plate* 
Size 24 x 24 in* 

List price, $12*50 per 100 square feet* 
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No* 1770—French Renaissance Side Wall, Top* 
Size 24 x 24 in* 

List price, $11*88 per 100 square feet* 



No* 1769 —French Renaissance Side Wall, Middle* 
Size 24 x 24 m* 

List price, $11*88 per 100 square feet* 



No* 1771—French Renaissance Side Wall, Bottom* 
Size 24 x 24 in* 

List price, $11*88 per 100 square feet* 



No* 1765—Plain Stippled Filler* Width 4 to 12 in* Length 48 to 96 in* 


LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* 1775 — French Renaissance 
Mold Spacer* 

Size 12 x 12 in* 


List price, 17 %c per Imeal foot* 



No* 1788—Zinc Ventilating Center* 
Size 24 x 24 in. 

NET PRICE, $3.00 EACH. 
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No* *747—French Renaissance Mold* Size: Width, *2 in*, Length, 48 in* 

LIST PRICE, MV 2 c PER LINEAL FOOT. 



No* *75*—French Renaissance Mold* Size: Width, 6 in*, Length, 48 in* 

LIST PRICE, 83/4c PER LINEAL FOOT* 



No* 1755—French Renaissance Mold* 


Size: Width, 6 m*, Length, 48 m* 


LIST PRICE, *0c PER LINEAL FOOT* 



No* M59 —French Renaissance Mold* 


Size: Width, 4 m*, Length, 48 in* 


LIST PRICE, 7 J Ac PER LINEAL FOOT* 
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No* 1750—Ci'os 
12 x 12 in* 


No* 1748—Ell* 
12 x 12 in* 


N o* 1749—Tee* 
12 x 12 m* 


LIST PRICE, 20c EACH* 




No* 1752—Ell* 
6x6 in* 


No* 1753—Tee* 
6x6 in* 


No* 1754—Cross* 
6 x 6 m* 



LIST PRICE, *0c EACH* 




No* 1756—Ell* 
6x6 m* 


No* *757—Tee* 
6x6 in* 



No* *758—Cross. 
6x6 in* 


LIST PRICE, EACH* 




No* *760—Ell* No* *76*—Tee* 

4 x 4 in* 4 x 4 in* 


No* *762—Cross* 
4 x 4 in* 


LIST PRICE, 834c EACH* 











































































































































No* J742—French Renaissance Corner Plate Outside* 
With Mold 6 m* wide* 

Size 24 x 24 in* 

List price, $*2*50 per *00 square feet* 



No* *74*—French Renaissance Border Plate* With 6-m* Mold* 

LIST PRICE, $*2*50 PER *00 SQUARE FEET* 


Size 24 x 24 in* 
24 x 48 in* 



No. J746—French Renaissance Comer Plate Outside. No. 1715—French Renaissance Border Plate. Without Mold. Size 18x24 in. 

Without Mold. LIST PRICE, $12.50 PER 100 SQUARE FEET. 18 x 48 ia 

Size *8 x *8 in* 

List price, $*2*50 per *00 square feet* 
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No* 1744—French Renaissance Corner Plate Outside* 
Size 24 x 24 in* 

List price, $12*50 per 100 square feet* 



No* 1764—French Renaissance Corner Plate Inside* 
Size 24 x 24 m* 

List price, $10*00 per 100 square feet* 


No* 1745—French Renaissance Border* 

LIST PRICE, $12*50 PER 100 SQUARE FEET* 


Size 24 x 24 in 
24 x 48 in 




No* 1763—French Renaissance Filler* With Border* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 


Size 24 x 24 ir 
24 x 48 ii 
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No. 1780—French Renaissance Cornice. Projection, J8 in., Depth, 18 in., Length, 48 in. 

LIST PRICE, 45c PER LINEAL FOOT. 




No. 1718—French Renaissance Cornice. Projection, 15 in., Depth, i6 in., Length, 48 in, 

LIST PRICE, 30c PER LINEAL FOOT. 
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No* *78*—French Renaissance Cornice* Projection, *2 in*, Depth, *3;54 in*, Length, 48 in* 

LIST PRICE, 30c PER LINEAL FOOT* 



No* \ 778 —French Renaissance Cornice* Projection, STn*, Depth, 61h*, Length, 48 in* 

LIST PRICE, ity A c PER LINEAL FOOT* 




No* 1778-A* 
Inside Cornice Block. 

Size 6 x 6 in* 

List price, 26*4 C each* 



No* *779-A* 
Inside Cornice Block* 
Size 6x6 in* 

List price, 26*4 C each. 



No* *778-B* 
Outside Cornice Bloc 
Size 6 x 6 in 
List price, 26%c eac 



No* I779-B* 


Outside Cornice Bio 
Size 6 x 6 in* 
List price, 26*4c eac 



No* *772—French Renaissance Wainscot Rail* Height, 4^4 in*, Projection, 54 *n*, Length, 48 in> 

LIST PRICE, iy 2 z PER LINEAL FOOT* 



No* *773* 

End Piece for Wainscot Rail* 
Left Hand* 

List price, *5c each* 



No* *774* 

End Piece for Wainscot Rai 
Right Hand* 

List price, *5c each* 
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No* *780 A—Inside Cornice Block* 
Size *8 x *8 in* 

List price, $***3 each* 


No* *780 B—Outside Cornice Block* 
Size *8x*8 in* 

List price, $***3 each* 





No* *7*8—A* 

Inside Cornice Block* 
Size *5 x *6 in* 

List price, 88c each* 



No* *78*—A* 
Inside Cornice Block 
Size *2 x *3 Yz in* 
List price, 82c each* 



No* *78*—B* 


Outside Cornice Block* 
Size *2 x *3^4 in* 
List price, 82c each* 



No* *7*8—B* 
Outside Cornice Block* 
Size *5 x *6 in* 

List price, 88c each* 
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LIST PRICE, 88c PER LINEAL FOOT. 


No. 1777—French Renaissance Side Wall. 


Size 24 x 24 in. 

24 x 48 in. 

24x96 in. 

LIST PRICE, $10.00 PER 100 SQUARE FEET. 
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No* 1727—French Renaissance Filler* 

Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* t766 —French Renaissance Filler* 

Size 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $9*38 PER 100 SQUARE FEET* 



No* 1776 —French Renaissance Side Wall* 
Size 24 x 48 in* 

24 x 72 in* 

24 x 96 in* 

LIST PRICE, $11*88 PER 100 SQUARE FEET* 
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No* *782—French Renaissance Center* 
With Mold 6 in* wide* 

Size 48 x 48 in* 

LIST PRICE, $2*00 EACH* 



No* *767—French Renaissance Wainscot* 
Size 24 x 36 in* 

24 x 48 in* 

List price, $***25 per *00 square feet* 
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No* *783—French Renaissance Center* 


Size 48 x 48 in* 

LIST PRICE, $2*00 EACH* 



No* *768—French Renaissance Wainscot* 
Size 24x36 m* 

24 x 48 m* 

List price, $*2*50 per *00 square feet* 
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FRENCH RENAISSANCE. Composed of Ceiling Plates 1721-35, Filler 1727, Cornice 1718. 

Design No. 2117. List Price based on Room 20x60 feet, $11.25 per 100 Square Feet. 

a tt tt tt u j 8 x 25 “ $11.93 “ « « ** 

it tt tt tt it *2 x 15 “ $12.49 “ “ “ “ 
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Center Plates 
Famished if Desire 




























































































































































































































































Center Plates 
Furnished if Desired* 


FRENCH RENAISSANCE* 
Design No* 2119* 


Composed of Ceiling Plates 1719, Filler 1765, Cornice 17 81* 
List Price based on Room 20x^0 feet, $11*08 per 100 Square Feet* 

« 44 “ " “ 18 x25 44 $11*73 “ 44 u 44 

“ <* 44 44 44 12 x 15 44 $12*97 “ “ “ 44 
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FRENCH RENAISSANCE. 
Design No. 2121. 


List 

u 

u 


Composed 
Price based 

tt u 


of Ceiling Plates 1721, Filler 1727, Cornice 1718. 

on Room 20x60 feet, $**.72 per 100 Square Feet. 

44 44 18x25 44 $*2.09 44 44 44 44 

*2 x *5 “ $*2.83 “ “ " « 
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Center Plates 
Furnished if Desiree 



























































































































































































































































french renaissance. 

Design No. 2122. 


Composed of Ceiling Plates 1722, Border 1744-J 745, Filler 1766, Cornice 1780. 
List Price based on Room 20x60 feet, $JL94 per J00 Square Feet. 

“ “ “ “ “ 18 x 25 “ $12.14 “ “ “ “ 

“ “ “ “ “ J2 x 15 “ $13.04 " “ « 


Center Plates 
Furnished if Desired, 
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FRENCH RENAISSANCE. 

Design No. 2128. 


Center Plates 
Furnished if Desired. 


Composed of Ceiling Plates 1728, Mold 1755, Filler 1765, Cornice 1781. 

List Price based on Room 20x60 feet, $11.39 per 100 Square Feet. 

** “ “ “ “ 18x25 u $12.35 u “ “ “ 

“ « « " « J2 x 15 “ $13.67 " “ « 
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FRENCH RENAISSANCE. Composed of Ceiling Plates 1729, Filler 1765, Cornice 1778. Center Plates 

Design No. 2129. List Price based on Room 20 x 60 feet, $9.48 per 100 Square Feet. Furnished if Desired. 

„ u « « u J8 x 25 “ $9.87 “ “ “ “ 

« « « « « J2 x 15 “ $10.53 “ “ “ « 
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FRENCH RENAISSANCE* 
Design No, 2*35* 


Composed of Ceiling Plates 1735, Filler *727, Cornice *7*8, 

L ; st Price based on Room 20x60 feet, $**,03 per *00 Square Feet, 

“ “ “ 44 44 *8 x 25 44 $**,57 “ “ 44 44 

44 44 44 a 44 *2 x *5 “ $*2,45 “ “ « « 


Center Plates 
Furnished if Desired* 
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FRENCH RENAISSANCE. Composed of Ceiling Plates 1736, Filler 1763-1764, Cornice J78J. Center Plates 

Design No. 2J36. List Price based on Room 20x60 feet, $12.48 per 100 Square Feet. Furnished if Desired. 

« « « « « J8 x 25 * $13.10 “ 44 44 44 

" 44 44 “ 44 J2 x 15 44 $13.90 44 44 “ 44 
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FRENCH RENAISSANCE. 
Design No, 2137. 


Composed of Ceiling Plates 1737, Border 1741-1742, Filler 1727, Cornice 1718. 

List Price based on Room 20x60 feet, $11.94 per 100 Square Feet. 

« « « " « 18x25 “ $12.14 ****** ** 

** ** ** ** ** 12 x 15 “ $13.04 ****** ** 


Center Plates 
Furnished if Desired. 
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FRENCH RENAISSANCE. 
Design No. 2138. 


Composed of Ceiling Plates 1738, Filler *766, Cornice *78*. 

List Price based on Room 20x60 feet, $**.72 per *00 Square Feet. 

“ " “ 44 * *8x25 u $*2.44 44 44 44 44 

44 44 44 44 44 * 2 x *5 44 $*3.53 44 44 44 “• 


Center Plates 
Furnished if Desired. 
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FRENCH RENAISSANCE* Composed of Ceiling Plates f739, Filler \127 y Cornice J7J8* 


Design No* 2139* 

List 

Price based 

on Room 20x60 feet, $fl.73 

per 

100 Square Feet* 

44 

44 

44 

“ « J8 x 25 « Sn.O? 

44 

44 44 44 


44 

44 

44 

“ “ t2 x J5 « ?J2.83 

44 

44 44 44 


Center Plates 
Furnished if Desired* 
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FRENCH RENAISSANCE* 
Design No* 2 *40* 


Composed of Ceiling Plates J740-J767, Filler J766, Cornice J78J* 
List Price based on Room 20x60 feet, $t2*3 9 per J00 Square Feet* 

« " “ 44 44 t8 x 25 * $J2*75 “ “ “ “ 

« " “ 44 44 \2 x 15 44 $J3*52 44 44 44 44 


Center Plates 
Furnished if Desired* 
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FRENCH RENAISSANCE. 
Design No. 2I4L 


Composed of Ceiling Plates J740, Filler \ 763-t764. Cornice J78L 
List Price based on Room 20x6^ feet, $J2.48 per 100 Square Feet. 

* 44 44 44 44 J8 x 25 44 SJ3.J0 44 44 44 “ 

44 44 44 44 44 \2 x S5 44 $J3.90 “ * « « 


Center Plates 
Furnished if Desired* 
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FRENCH RENAISSANCE* 
Design No* 2J42* 


Composed of Ceiling Plates 1736-1740, Filler 1766, Cornice 1781* 
List Price based on Room 20x60 feet, $J2*42 per J00 Square Feet* 
« “ “ « “ J8 x 25 44 $*3J2 “ “ “ « 

“ * * “ “ S2xt5 44 $13*94 44 44 44 44 


Center Plates 
Furnished if Desired* 


— 35 




















































































































































































































































































































































WWM 


tsk&cm 


mm* 




Wsmm 


FRENCH RENAISSANCE. 
Design No. 2143. 


Composed of Ceiling Plates 1737, Mold 1747, Filler 1727, Cornice 1718. 
List Price based on Room 20x60 feet, $14.03 per 100 Square Feet. 

« « « « u 18x25 “ $14.12 “ “ « « 

“ « « « « J2 x 15 “ $14.43 « « « « 


Center Plates 
Furnished if Desired. 
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Center Plates 
Famished if Desired. 


FRENCH RENAISSANCE* 
Design No* 2144* 


Composed of Ceiling Plates 1740> Border 1744- 1 745 t Filler 1766 t Cornice 1780* 
List Price based on Room 20x60 feet, $13*52 per 100 Sqaare Feet* 
" * “ “ “ 18x25 * $14*23 44 44 44 44 

44 44 44 44 44 12 x 15 “ $15*63 “ “ 44 
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FRENCH RENAISSANCE. Composed of Center 1722, Mold 1747, Ceiling Plates 1719, Filler 1727, Cornice 1718. 

Design No. 2145. List Price based on Room 20 x 60 feet, $11.90 per 100 Square Feet. 

« ** ** « « (8x25 H $12.70 ** ** ** “ 

“ " « « « 12x15 " $13.62 ****** ** 

— 38 — 














































































































































































































































































































nr. ianrWni -^r--‘j^-^'— ^irnt‘‘<fe-|^-aT‘iirv-i i ^Thf-tiiiava*T-r'>y>V ■ -tf^'te8F : ^f^>AgieL 




SS ■■:^AmmmiMm\ 


rn mss mmm^i sssumum 


- m^smummsafg 


p g BBW 




REsssBsepmsm 




FRENCH RENAISSANCE. 
Design No. 2146. 


Composed of Center 1722, Mold 1747, Plates 1735, Filler 1727, Cornice J7J8. 
List Price based on Room 20 x 60 feet, $12.25 per 100 Square Feet. 

« « « « “ 18x25 * $12.78 * 44 44 ' 44 

« “ “ “ “ 12x15 44 $13.52 “ " * 44 
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FRENCH RENAISSANCE, Composed of Ceiling Plates 1738, Mold 1747, Filler 1727, Cornice J7I8, 

Design No. 2147. List Price based on Room 20 x 60 feet, $13.83 per 100 Square Feet. 

u “ “ “ u 18x25 “ $14.00 44 “ “ “ 

“ “ “ “ “ 12 x 15 ** SJ4.39 ****** « 


Center Plates 
Furnished if Desired. 
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FRENCH RENAISSANCE. 

Design No. 2*48. 


Composed of Ceiling Plates 1770, Mold 1755, Filler 1766, Cornice 17 81. 
List Price based on Room 20x60 feet, $14.04 per 100 Square Feet. 

“ “ “ “ “ 18x25 “ $14.55 “ * * * 

« " " “ 44 12x15 “ $14.53 “ “ 44 “ 
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FRENCH RENAISSANCE. 
Design No. 2149. 


Composed of Ceiling Plate J739, Borders 174M 742, Filler 1727, Cornice 1718. 
List Price based on Room 20x60 feet, $IL97 per WO Square Feet. 

“ “ “ “ “ 18 x 25 “ $12.39 M “ <• « 

“ “ “ “ “ 12 x 15 “ $J3.I5 “ “ <• « 


Center Plates 
Furnished if Desired. 
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FRENCH RENAISSANCE. 
Design No. 2*50. 


Composed of Ceiling Plate 1738, Mold 1751, Filler 1765, Cornice 1781. 
List Price based on Room 20x60 feet, $14.09 per 100 Square Feet. 

" “ “ “ “ 18x25 “ $14 13 “ “ “ ' “ 

u 44 44 44 44 ft X 15 “ $14.67 “ “ U “ 


Center Plates 
Furnished if Desired. 
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FRENCH 

Design 



RENAISSANCE. 
No. 2151. 


Composed of Ceiling Plates 1739-J 722-1770, Mold 1755, Filler Mold 1766, Cornice 1781. 
List Price based on Room 20 x 60 feet, $13.45 per J 00 Square Feet. 

“ “ “ “ « J8 x 25 “ SJ3.87 “ “ “ “ 

“ “ “ “ “ t2 x J5 “ $J4.J9 “ “ “ 

- 44 - 


Center Plates 
Furnished if Desired. 
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Center Plates 
Furnished if Desired* 


FRENCH RENAISSANCE* 
Design No* 2152* 


Composed of Ceiling Plates 1739-1767, Filler 1766, Cornice 1781* 
List Price based on Room 20x60 feet, $12*25 per 100 Square , Feet* 

« “ “ « “ 18x25 “ $12*81 44 44 44 44 

“ “ “ « * 12 x 15 44 $13*42 44 44 44 44 


— 45 — 









































































































































































































































FRENCH RENAISSANCE. 
Design No. 2153. 


Composed of Ceiling Plates 1729, Filler 1765, Cornice 1781. 

List Price based on Room 20 x 60 feet, $10.48 per 100 Square Feet. 
« ** “ “ « 18 x 25 “ $H.75 ****** ** 

“ “ u “ u J2 x 15 « $12.67 ** « « « 


Center Plates 
Furnished if Desired. 
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FRENCH RENAISSANCE. Composed of Side Wall 1729, Cornice 1781, 
Side Wall Design No. 2167. Wainscot 1767, Wainscot Rail 1772. 

List Price based on Room 20 x 60 x 12 feet, $9.75 per 100 Square Feet. 

u u u u « J3 x 25 x 12 “ $9.77 u “ “ “ 

“ « « “ « 12x15x10 “ $9.87 “ “ “ “ 
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FRENCH RENAISSANCE. Composed of Side Wall Plate 1777, Cornice 
Side Wall Design No. 2177. 1781, Wainscot 1767, Wainscot Rail 1772. 

List Price based on Room 20 x 60 x 12 feet, $10.59 per 100 Square Feet. 

“ “ “ “ « 18x25x12 “ $10.60 “ “ “ “ 

“ “ “ “ « 12x15x10 “ $10.67 « “ “ “ 



















































































































































































































































































































































































































FRENCH RENAISSANCE. Composed of Side Wall 1776, Cornice 1781 
Side Wall Design No. 2180. Wainscot 1767, Wainscot Rail 1772. 

List Price based on Room 20 x 60 x 12 feet, $H.84 per 100 Square Feet 

44 44 44 44 44 18x25x12 44 $H.72 44 44 44 44 

44 44 44 *2 x J5 x tO 44 $H.83 “ 44 44 


u 


u 


u 


u 


u 



FRENCH RENAISSANCE. Composed of Side Wall Plate 1776, 

Side Wall Design No. 2176. Cornice 1781. 

List Price based on Room 20 x 60 x \2 feet, $12.03 per 100 Square Feet* 

44 44 44 44 44 18x25x12 44 $12.04 " 44 44 44 

44 44 44 44 44 J2 x J5 x 10 44 $12.07 44 44 44 44 
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ITALIAN RENAISSANCE 



No* 1801—Outside Corner Plate 
Size, 24 x 24 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 




No* 1800—Ceiling' Plate* 

Size, 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 



No* 1802—Inside Corner Plate* 

Size, 24 x 24 in, 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 



No* 1803—Border Plate* 

Size, 24 x 24 in* 

LIST PRICE, $12*50 PER 100 SQUARE FEET* 
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No* 1804—-Outside Corner Plate* 

Size, 24 x 24 in* 

LIST PRICE, $12*50 PER 100 SQUARE FEET* 



















No. 1806—Cornice with Filler Attached. Projection, 6 in.; Depth, 6 in.; Length, 48 in. 

List Price, with 4 in. Filler, 20c per Lineal Foot. 

“ “ “ 8 in. “ 25c « “ “ 

« « « J2 in. « 30c “ “ “ 



No. 1793 - 


-Mold. 

LIST PRICE, 


10c 


Width, 6 in.; Depth, 1 in.; Length, 48 in. 
PER LINEAL FOOT. 



No. 1805—Border Plate. Size, 24x48 in. 

24 x 96 in. 

LIST PRICE, $12.50 PER 100 SQUARE FEET. 



No. 1806-A. 
Inside Cornice Block. 
Size, 6x6 in. 



No. 1806-B. 
Outside Cornice Block. 
Size, 6x6 in. 


LIST PRICE, 45c EACH. 



No. 1794—Ell. No. 1795—Tee. No. 1796— Cross. 
Size, 6x6 in. Size, 6x6 in. Size, 6x6 in. 

LIST PRICE, 10c EACH. 
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No* 1809—Italian Renaissance Center* 

Size, 48 x 48 in* 

LIST PRICE, $2*00 EACH* 
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7 



No* 


J8t0—Italian Renaissance Center* 

Size, 36 x 36 in. 

LIST PRICE, $L50 EACH. 

































No. J8JI—Italian Renaissance Ventilating: Center. 

LIST PRICE, $100.00 EACH. 


Diameter, 72 in., Depth, 3 6 in. 
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ITALIAN RENAISSANCE. Composed of Ceiling Plates 1800, Border Plate 1805, Corner Plate J80J, Cornice with Filler 1806 
Design No. 1998. List Price based on Room 18 x 58 feet, $11.05 per 100 Square Feet. 

“ « « « « 18x26 " $12.42 u “ “ “ 

« « « « « J4 x *8 “ $12.91 " “ " “ ■ 

Note.—In applying above design, we recommend /4 inch solid sheathing be used. 
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ITALIAN RENAISSANCE. 
Design No. 1999. 


Composed of Ceiling Plates 1801, Cornice with Filler 180b. 

List Price based on Room 18 x 58 feet, SI2.50 per 100 Square Feet. 

“ « « « “ J8 x 26 ** $12.88 44 44 44 44 

“ “ “ “ “ 14 x 18 44 $13.35 44 44 44 44 


Note.—In applying above design, we recommend x /z inch solid sheathing be used. 



— 54 — 





















































































































































































ITALIAN RENAISSANCE. Composed of Ceiling Plates 1804, Mold 1793, Cornice with Filler 1506. 

Design No. 2000. List Price based on Room 21x61 feet, $15.47 per 100 Square Feet. 

« « “ « “ 16 x 25 j /2 " $15.94 “ “ “ “ 

“ « « <* “ 12x16 “ $16.09 “ “ “ ' “ 

Note.—In applying above design, we recommend Yz inch solid sheathing be used. 


— 55 — 




























































































ITALIAN RENAISSANCE* Composed of Ceiling Plates 1804, Cornice with Filler 1806* 

Design No* 200 1* List Price based on Room 18x58 feet, $13*40 per 100 Square Feet* 

44 44 44 44 44 18 x 26 44 $13*60 44 44 44 44 

44 44 44 44 44 14 x 18 44 $13*82 44 44 44 44 

Note*—In applying above design, we recommend inch solid sheathing be used* 
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Design No. 2002. Composed of Ceiling Plates 1800, Border Plates 1803-05, Corner Plates 1804, 

ITALIAN RENAISSANCE. Center 1810, Cornice with Filler 1806. 

List Price based on Room 18 x 58 feet, $12 04 per 100 Square Feet. 

« « u u u J8x26 " $12.54 “ 44 44 44 

« « « “ “ 14x18 “ $13,10 “ 44 44 44 

Note. — In applying above design, we recommend 14 inch solid sheathing be used. 
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ITALIAN RENAISSANCE, Composed of Ceiling Plates 1800, Border Plates 1803-05, 

Design No, 2003, Corner Plates 1802-04, Cornice 1806, 

List Price based on Room 20x60 feet, $JL99 per 100 Square Feet, 

44 44 44 44 44 18 x 25 44 $12,76 44 44 44 44 

44 44 44 44 44 S2 x 15 44 $13,90 44 44 44 44 

Note,—In applying above design, we recommend *4 inch solid sheathing be used. 
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ITALIAN RENAISSANCE. Composed of Border Plates 1803-05, Corner Plate 1804, Mold J793. 

Design No. 2004. Cornice with Filler 1806. 

List Price based on Room 23 x 61 feet, S 14.73 per 100 Square Feet. 

« « « « « 23x29 “ $14.88 “ “ “ “ 

« « « « « J3 x 16 “ $15.52 “ “ “ . “ 


Note.—In applying above design, we recommend 14 Inch solid sheathing be used. 
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ITALIAN RENAISSANCE, ITALIAN RENAISSANCE, 

Side Wall Design No. 2005. Side Wall Design No. 2006. 

Composed of Plates 1800-01, Wainscot 1768, Wainscot Rail 1772, Cornice 1806. Composed of Plates 1800-01-03 Wainscot 1767, Wainscot Rail 1772, Cornice 1806. 
List Price based on Room 20x60x 12 feet, $11,30 per 100 Square Feet. List Price based on Room 20x60x 12 feet, $11,19 per 100 Square Feet. 

“ ** “ “ “ 18x25x12 “ $11,41 “ “ “ “ “ u u u u 18 x 25 x 12 u $11,21 “ “ “ « 

k ** 44 “ u “ 12x15x10 “ $11,57 “ “ “ “ “ “ “ “ “ 12x15x10 “ $11,27 “ “ “ “ 

Note.—In applying above design, we recommend ^/i inch solid sheathing be used. 
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No* 1620—Colonial Panel Plate* 

Size, 24 x 24 in* 

LIST PRICE, $10*63 PER 100 SQUARE FEET* 



No* 1624—Colonial Center Plate* 

Size, 24 x 24 in* 

LIST PRICE* $12*50 PER 100 SQUARE FEET* 



No* 1709—Colonial Panel Plate* 

Size, 24 x 24 in* 

Depth, 1% m* 

LIST PRICE, $11*88 PER 100 SQUARE FEET. 



No* 1723 — Colonial Panel Plate* 

Size, 24 x 24 m* 

Depth, 1*4 * n * 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 


No* 1730 — Colonial Panel Plate* 

Size, 24 x 24 in* 

Depth, m* 

LIST PRICE, $12*50 PER 100 SQUARE FEET* 


No* 1733—Colonial Triangular Panel* 

Size, 24 x 24 x 24 in* 

Depth, 1*4 m* 

LIST PRICE, $12*50 PER 100 SQUARE FEET- 




































































No* *724—Colonial Panel Plate* 

Size, *8 x 24 in* 

Depth, iV/\ in* 

LIST PRICE, $***25 PER *00 SQUARE FEET. 


No* *622—Colonial Panel Plate. 

Size, *2 x *2 in* 

LIST PRICE, $*0*63 PER *00 SQUARE FEET* 


No* *62*—Colonial Panel Plate* 

Size, *2 x 24 in* 

LIST PRICE, $*0*63 PER *00 SQUARE FEET* 


No* *725—Colonial Panel Plate* 

Size, *8 x *8 in* 

Depth, **4 

LIST PRICE, $***25 PER *00 SQUARE FEET. 



No* *734— Colonial Triangular Plate 
Size, 7 x 7 x *0 in* 

LIST PRICE, $*2*50 PER *00 SQUARE FEET. 



No* *732—Colonial Panel Plate. 

Size, *8 x *8 in* 

Depth, **4 in* 

LIST PRICE, $*2*50 PER *00 SQUARE FEET. 
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No* *73*—Colonial Panel Plate. 

Sizes, *8 x 24 in* 

Depth, *% In* 

LIST PRICE, $*2*50 PER *00 SQUARE FEET. 



No* *7**—Colonial Panel Plate. 

Size, *2 x *2 in* 

Depth, i )4 in* 

LIST PRICE, $1**88 PER *00 SQUARE FEET. 


No* *7*0—Colonial Panel Plate* 

Size, *2 x 24 in* 

Depth, **4 hi* 

LIST PRICE, $**.88 PER *00 SQUARE FEET* 





























































































CORNICE BLOCKS 



No. 1726—Colonial Cornice. Projection, 12 in.; Depth, 18 in.; Length, 48 and 96 in. 

Made of Galvanised Iron. 

LIST PRICE, $1.50 PER LINEAL FOOT. 


SHOWN ON PAGE 67. 



No. 1644—Colonial Cornice. 


Projection, 654 in.; Depth, 9% in.; Length, 48 in. 
LIST PRICE, 1834c PER LINEAL FOOT. 



No. 1646—Colonial Cornice. Projection, 5 in.; Depth, 6 in.; Length, 48 in. 

LIST PRICE, ny 2 c PER LINEAL FOOT. 


!*.» ■.•ikw • ■* 


No. 1663—Cornice Mold. 


Projection, 3 in.; Depth, 3 in.; Length, 48 in. 


LIST PRICE, 7 I 4c PER LINEAL FOOT. 



No. 1644-A. 


No. 1644-B. 


Inside Cornice Block. Outside Cornice Block. 
Sise, 654 x 9^4 in. Size, 654 x 954 in. 


LIST PRICE, 50c EACH. 



No. 1646-A, 


No. 1646-B. 


Inside Cornice Block. 
Sise, 5x6 in. 


Outside Cornice Block. 
Sise, 5x6 in. 


LIST PRICE, 3754c EACH. 
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No. 1696—Colonial Panel Mold. Width, 6 in.; Depth, 3 in.; Length, 48 in. 

LIST PRICE, 12*4c PER LINEAL FOOT. 



No- 1657—Colonial Mold. Width, 6 in.; Depth, 1 /4 in.; Length, 48 in. 

LIST PRICE, 7Y 2 c PER LINEAL FOOT. 



j/a //a ( m ' >t t mn-'S vs /vs fj-sm /vs v-s >, svy/vswvYy »' Ovs>vsv , 

' ■ ■' -T : v.* 


No. 1650—Girder Nosing. 


3 in. x 3 in.; Length, 48 in. 
LIST PRICE, 834c PER LINEAL FOOT. 




No. 1697—Ell. No. 1698—Tee. No. 1699—Cross. 

Size, 6x6 in. Size, 6x6 in. Size, 6x6 in. 
Depth, 3 in. Depth, 3 in. Depth, 3 in. 

LIST PRICE, 20c EACH. 



No. 1654—Ell. No. 1655—Tee. No. 1656—Cross. 

Size, 6x6 in. Size, 6x6 in. Size, 6x6 in. 
LIST PRICE, 7V 2 c EACH. 



No. 1658—Ell. No. 1659—Tee. No. 1660—Cross. 
Size, 6x6 in. Size, 6x6 in. Size, 6x6 in. 
LIST PRICE, 6^c EACH. 



No. 1798—Miter Box for No. 1696 Mold. 
Size, 6x6 in. 

LIST PRICE, 40c EACH. 



No. 1716—Nosing. 2 in. x 2 in.; Length, 48 in. 

LIST PRICE, 5c PER LINEAL FOOT. 
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No* 1628—Colonial Wainscot* 

Size, 24 x 36 in* 

24 x 48 m* 

LIST PRICE, $H*25 PER 100 SQUARE FEET. 



No* 1664—Colonial Frieze* 


Size, 18 x 48 m* 


LIST PRICE, My 2 c PER LINEAL FOOT* 






No. J704—Colonial Cornice Mold. Projection. J *4 in.; Depth, It- 4 in.; Length, 48 in. 

LIST PRICE, 354c PER LINEAL FOOT. 




MUtt 


No. 1652—Nosing. I in. x J in. Length, 48 in. 

LIST PRICE, 3%c PER LINEAL FOOT. 


t f t «tJ* 




No. 1648—Colonial Cornice Mold. Projection, 2*4 in.; Depth, 4 in.; Length, 48 in. 

LIST PRICE, 7*4c PER LINEAL FOOT. 



No. J 662—Colonial Mold. Width, 3 in.; Depth, i in.; Length, 48 in. 

LIST PRICE, 5c PER LINEAL FOOT. 



No. 1648-A, 
Inside Cornice Block. 
Size, 254 x 4 in. 


No. I648-B. 
Outside Cornice Block. 
Size, 2*4 x 4 in. 


LIST PRICE, 25c EACH. 



No. 1632—Eli. No. 1633—Tee. No. 1634—Cross. 
Size, 3x3 in. Size, 3x3 in. Size, 3x3 in. 
LIST PRICE, 5c EACH. 
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Size, 24 x 48 in. 

LIST PRICE, $10.63 PER 100 SQUARE FEET. 



No. 1642—Colonial Side Wall Plate. 

Size, 24 x 48 m. 

24 x 72 m. 

24 x 96 in* 

LIST PRICE, $11.25 PER 100 SQUARE FEET. 
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No* 1631—Colonial Filler Plate with Mold* Width, 6 to 24 m*; Length 48 to 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 

No* 1645—Furnished without Mold* LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* 1 6 14—Colonial Filler Plate with Mold* Width, 6 to 24 in*; Length, 48 to 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 

No* 1617—Furnished without Mold* LIST PRICE, $8*75 PER 100 SQUARE FEET* 

Can Be Used as Wall Covering* A Perfect Imitation Tile* 
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No* 1726-A*—Inside Cornice Block* 

Size, 12 x 18 in* 

Made of Galvanized Iron* 

LIST PRICE, $3*75 EACH* 



No* 1726-B*—Outside Cornice Block. 

Size, 12 x 18 in* 

Made of Galvanized Iron* 

LIST PRICE, $3*75 EACH* 






































































No. 1624-C.—Colonial Center. Size, 60 x 60 in. 

Composed of Center Plate 1624, Border Plates 1621-22, Panel Mold 1653. 
LIST PRICE, $3,50 EACH. 



No. 1707—Colonial Center. Size, 60 x 60 in. 

Composed of Panels 1730-33, Panel Mold 1696. 

LIST PRICE, $4.82 EACH. 
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COLONIAL. 
Design No, 1920. 


Composed 

of Panels 

*620-21-22, Mold 

*657, Filler 

f640, Cornice J643, 

Center Plates 

List Price 

based 

on 

Room 20 x 60 feet 

, $12.04 per 

J00 Square Feet* 

Furnished if Desired, 

tt 

a 

a 

a 

* *8 x 25 “ 

$12,31 “ 

a t> u 


a 

a 

a 

a 

“ *2 x *5 " 

$12.79 “ 

u a a 
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COLONIAL. Composed of Center Plates 1624, Border Plates 1620, Panel Mold 1653, Corner Plate 1624, 

Design No. 1924. Filler 1689, Cornice 1644. 

List Price based on Room 20 x 60 feet, $12.65 per 100 Square Feet. 

“ “ “ « « 18x25 “ $12.83 " 44 44 44 

" 44 44 44 44 12 x 15 44 $13.13 “ 44 44 44 
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COLONIAL. 
Design No, 1924-A. 


Composed of Center Plates 1624, Panel Mold 1653, Filler 1695, Cornice 1644. 
List Price based on Room 20x60 feet, $12.37 per 100 Square Feet. 

« « « « « 18x25 “ $12.24 ** “ “ “ 

« “ « “ « 12 x 15 “ $12.20 " “ “ 
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COLONIAL. 
Design No. 1924-B. 


Composed of Center Plates 1624, Panels 1621-22, Panel Mold 1653, Filler 1695, Cornice 1644. 
List Price based on Room 20 x 60 feet, $12.09 per 100 Square Feet. 

“ “ “ “ “ 18x25 “ $12,45 “ “ « " 

“ “ « « « x 15 “ $12.75 “ “ “ “ 










































































































COLONIAL* Composed of Center Plates 1624, Border Panels 1710-41, Panel Mold 1653, Filler 1619, Cornice J644* 


Design No. 1924-C. 

List 

price 

based 

on Room 20 x 60 feet, 

$J3.92 

per 

tOO Square Feet 


44 

44 

44 

“ « J8 x 25 u 

5J3.48 


44 44 44 


44 

44 

44 

« " J2 x 15 “ 
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$J3.39 

44 

44 44 44 










































































































COLONIAL. Composed of Panels 1620-21-22, Panel Mold 1653, Filler 1640, Cornice 1644. Center Plates 

Design No. 1925. List Price based on Room 20 x 60 feet, $14.25 per 100 Square Feet. Furnished if Desired. 

« » « « ** 18x25 “ $14.08 ****** ** 

“ “ ** ** ** 12x15 “ $13.35 “ “ “ ** 
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COLONIAL Composed of Panels i709, Panel Mold 1653, Filler 1640, Cornice 1644. Panels 

Design No. 2009. List Price based on Room 20 x 60 feet, $12.65 per 100 Square Feet. Four Feet Square. 

« « « « « 18x25 “ $13.28 " “ “ “ 

u « « « « 12 x 15 “ $13.29 “ “ “ " 
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Composed of Panels 1709-10-11, Panel Mold 1653* Filler 1640, Cornice 1644* 
List price based on Room 20x60 feet, $11*84 per 100 Square Feet* 

“ « “ « “ 18x25 44 $12*03 44 44 44 44 


COLONIAL* 
Design No* 2011* 


Center Plates 
Furnished if Desired* 
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COLONIAL. Composed of Panels 1709-10-11, Panel Mold 1653, Filler 1619, Cornice 1644. Depth 2*4 inches. Center Plates 

Design No. 20P. List price based on Room 20 x 60 feet, $13.92 per 100 Square Feet. Furnished if Desired, 

*< « « « « 18x25 “ $13.90 “ “ (i “ 

« « « “ « 12 x 15 “ $13.81 “ “ “ ' “ 
























































































































































































COLONIAL 
Design No* 2023* 


List 

44 

44 


Composed of Panels 1723-24-25, Panel Mold 

Price based on Room 20 x 60 feet without 

“ 44 44 44 18 x 25 44 44 

44 44 44 44 12 x 15 44 44 


1653, Filler 1640, Galvanized Iron Cornice 1726* 
Galvanized Iron Cornice, $11*22 per 100 Square Feet* 

44 44 44 $11*32 44 44 44 44 

44 44 44 $ 11*00 44 44 44 44 


List Price Galvanized Iron Cornice, 


$1*50 per Lineal Foot* 


Center Plates 
Furnished if Desired* 
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COLONIAL 
Design No* 2024* 


Composed of Panels 1723-24-25, Panel Mold 1653, Filler 1640, Galvanized Iron Cornice 1726* 
List Price based on Room 20 x 60 feet without Galvanized Iron Cornice, $12*18 per 100 Square Feet* 


a 

it 

44 it 

it 

18 x 25 44 44 44 44 

ft 

$11.90 “ « 

if 

ft 

(f 

(t 

it it 

it 

\2 x 15 44 44 44 44 

a 

$11.14 “ « 

ft 

ft 




List 

Price Galvanized Iron Cornice, $L50 

per 

Lineal Foot. 




Center 

Furnished 


Plates 
if Desired* 
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COLONIAL* Composed of Panels 1723-24-25, Panel Mold J653, Filler 1640, Galvanized Iron Cornice 1726* Center Plates 

Design No* 2025* List price based on Room 20 x 60 feet without Galvanized Iron Cornice, $12*64 per 100 Square Feet* Furnished if Desired* 

“ 44 “ 44 “ 18x25 u 44 44 44 44 $12*71 44 44 44 44 

44 44 44 44 44 12 x 15 44 44 44 44 44 $12*26 44 44 44 44 

List Price, Galvanized Iron Cornice, $L50 per lineal foot* 
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COLONIAL. Composed of Panels 171041-24-25, Center Plate 1624, Panel Mold 1653, Filler 1640, Galvanized Iron Cornice 1726. 

Desie-n No 2026. List Price based on Room 20 x 60 feet without Galvanized Iron Cornice, $12.70 per 100 Square Feet. 

u h u « « J8x25 44 44 4 * 44 44 $12*80 44 44 44 44 

44 44 44 44 44 ft X 15 44 44 “ “ “ $<2*30 44 44 44 44 

List Price Galvanized Iron Cornice, $1*50 per Lineal Foot* 
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COLONIAL, 
Design No. 2027. 


Composed of Panels 1723, Mold 1661, Filler 1689, Cornice 1644. 
List Price based on Room 20 x 60 feet, $13.39 per 100 Square Feet. 

« ** ** « « 18 x 25 u $12.94 “ “ ** “ 

“ “ “ “ 12x15 “ $12.73 ****** ** 


Center Plates 
Furnished if Desired. 
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COLONIAL 
Design No* 2030* 


Composed of Panels 1730, Panel Mold 1696, Fillet 1689, Cornice 1643* 
List Price based on Room 20 x 60 feet, $12*90 per 100 Square Feet* 

“ 44 “ « 44 18 x 25 44 $13*30 44 44 44 44 

44 44 44 44 44 12 x 15 44 $14*61 44 44 44 44 


Center Plates 
Furnished if Desired* 


— 83 — 











































COLONIAL. 
Design No. 2031. 


Composed of Panels 1730, Panel Mold 1653, Filler 1689, Cornice 1643. Center Plates 

List Price based on Room 20 x 60 feet, $13.68 per 100 Square Feet. Furnished if Desired 

“ “ “ “ “ 18x25 “ $13.73 **** **** 

« “ “ “ “ 12 x 15 “ $14.35 “ ** “ ** 

— 84 — 




































































































































COLONIAL. 
Design No. 2032. 


Composed of Panels *730, Panel Mold *653, Filler *689, Cornice *644. Center Plates 


List 

Price 

based 

on Room 20 x 60 feet, 

$*5.3* 

per 

tOO Square Feet* 

Furnished if Desired* 

44 

44 

44 

“ « *8x25 “ 

$*5.90 

44 

44 44 44 


44 

44 

44 

« « *2 x *5 “ 

$*6.96 

44 

44 44 44 
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COLONIAL. 
Design No. 2033. 


Composed of Panels 1730-33, Panel Mold 1696, Filler 1640, Cornice 1647. 
List Price based on Room 20x60 feet, $13.25 per 100 Square Feet, 

“ 44 44 “ 44 18x25 44 $13.44 44 44 44 « 

“ “ “ “ “ 12 x 15 44 $14.37 " 44 44 44 
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COLONIAL. 
Design No. 2034. 


Composed of Panels 1730-31-32, Panel Mold 1696 , Filler 1640, Cornice 1644. 
List Price based on Room 20 x 60 fe<rt, $15.64 per J00 Square Feet. 

“ “ “ * 44 18x25 u $14.66 44 44 44 44 

" “ * 44 44 \2 x 15 44 $14.26 44 44 44 44 


Center Plates 
Furnished if Desired. 
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COLONIAL* 
Design No* 2035* 


Composed of Panels *73 *-32-33, Center Plate 1624, Panel Mold 1696, Filler *640, Cornice *647* 
List Price based on Room 20x60 feet, $*6*75 per *00 Square Feet* 

“ “ “ “ “ *8 x25 44 $*6*94 44 44 44 44 

44 44 44 44 44 ft X 15 44 $*7*40 44 44 44 44 
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COLONIAL* 
Design No* 2036* 


Composed of Panels 1 730-3 1 -32-33, Center Plate 1624, Panel Mold 1696, Filler 1640, Cornice 1644. 

List Price based on Room 20 x 60 feet, $12.91 per 100 Square Feet. 

« « « « " 18x25 « $13.20 " “ * “ 

^ « « « « 12x15 " $13.95 44 “ 44 


With Center 
$2*50 Extra* 
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COLONIAL. 
Design No. 2037. 


Composed of Panels 1 730-3 f-32, Panel Mold 1696, 
List Price based on Room 20 x 60 feet, $13.21 

“ “ * * * f 8 x 25 44 $13.13 

" “ * “ * 12x15 44 $13.95 


Filler 1640, Cornice J643. 

per *00 Square Feet. 
u u u u 

U 44 44 U 


Center 

Furnished 


Plates 
if Desired* 
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COLONIAL. 
Design No. 2038. 


Composed of Panels 1733, Center Plate 1624, Panel Mold 1696, Filler 1640, Cove Mold 1662, Cove 1695. 

List Price based on Room 20 x 60 feet, $16.81 per 100 Square Feet. 

« “ “ " “ 18x25 u $17.39 u 44 44 44 

“ “ “ “ “ 12 x 15 44 $19.68 44 44 44 44 
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COLONIAL* 
Design No* 2039* 


Composed of Panels * 730-3 * -32, Panel Mold 1696, Filler 1640, Cove 1695* 
Beam Covering composed of Cornice *647, Nosing 165 2, Mold *66** 
List Price based on Room 20 x 60 feet, $16*01 per *00 Square Feet* 

" “ “ “ « *8 x 25 44 $*5*57 44 44 44 44 
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COLONIAL. 
Design No. 2042. 


Composed of 

List Price 
u « 
u 


Panels 1730-33, Panel Mold 


based on 


a 


u 

u 


Room 

u 

u 


20 x 60 feet, 
18x25 * 
12x15 * 


1696, Filler 1640 t Cornice 1644. 
$13.18 per 100 Square Feet. 

$13.46 * 44 44 44 

$14.34 44 44 44 44 
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COLONIAL. Composed of Side Wall Plate 1642, Mold 1662, Frieze 1664, Cornice 1644, Wainscot Rail 1629, Wainscot Plate 1628. 
Side Wall Design No. 1942. List Price based on Room 20 x 60 x 12 feet, $11.57 per 100 Square Feet. 

“ “ “ “ “ 18x25x12 “ $11,56 “ “ “ u 

“ “ “ “ “ 12x15x10 " $11.28 ****** ** 
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No* 1665—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $10*00 PER WO SQUARE FEET* 



No* 1666—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 



No* 1609—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 



No* 1668—Ceiling Plate* 

Size, 24 x 24 in* 

, 24 x 48 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 
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No* 1673—Ceiling' Plate* 

Size, 24 x 24 in* 

24 x 48 m* 

LIST PRICE, $8*38 PER *00 SQUARE FEET* 



No* *687—Corner Plate Outside* 

Size, 24 x 24 in* 

LIST PRICE, $***25 PER *00 SQUARE FEET, 



No* *686—Corner Plate Inside* 

Size, 24 x 24 m* 

LIST PRICE, $***25 PER *00 SQUARE FEET* 



No* *688 — Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $*0.00 PER *00 SQUARE FEET* 
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No* 1671—Gothic Cornice* Projection, 11V 2 in*; Depth, 13 in*; Length, 48 in* 

LIST PRICE, 25c PER LINEAL FOOT* 



No* 16 72—Gothic Cornice* 


Projection, 5 in*; Depth, 7 in*; Length, 48 in* 
LIST PRICE, S7*4c PER LINEAL FOOT* 



No* 167 4—Gothic Mold* Width, 6 in*; Depth, 1 in*; Length, 48 in* 

LIST PRICE, 8^c PER LINEAL FOOT* 



No* 1673 —Gothic Mold* Width, 3 T A in*; Depth, 1 in*; Length, 48 in* 

LIST PRICE, 6 l /\c PER LINEAL FOOT* 


- 97 - 


Cornice Blocks for No* 1671 
Shown on Page 98* 



No* 1672-A* 
Inside Cornice Block. 
Size, 5x7 in* 

List Price, 50c each* 



No* 1672-B* 
Outside Cornice Block. 
Size, 5x7 in* 

List Price, 50c each* 



No* 1675—Ell* 
Size, 6x6* 

List Price, 7%c ea* 


No* 1676—Tee* 
Size, 6x6* 

List Price, 7*4c ea* 



No* 1677 —Cross* 
Size, 6x6* 

List Price, 7V 2 z ea* 



No* 1679 — Ell* 
Size, 3y 2 x 3y 2 * 
List Price, 6%c ea* 


No* 1680—Tee* 
Size, 3^ x 3J4, 
List Price, 6%c ea* 


No* 1631 —Cross* 
Size, 3% x 3*4* 
List Price, 6%c ea* 
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No* 1683—Gothic Side Wall Plate* 

Size, 24 x 48 in* 

24 x 72 in* 

24 x 96 in* 

LIST PRICE, SI 1*25 PER 100 SQUARE FEET* 



No* J67I-B* 
Outside Cornice Block* 
Size, 11^x13 in* 
List Price, 75c each* 



No* 1671-A* 
Inside Cornice Block* 
Size, x 13 in* 
List Price, 75c each* 



No* 1667 — Gothic Wainscot Plate* 

Size, 24 x 32 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET. 



No* 1682—Gothic Wainscot Rail* Height, 5 in*; Projection, I in*; Length, 48 in. 

LIST PRICE, 7%c PER LINEAL FOOT* 
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No. *689—Gothic Filler Plate. Width, *2 to 24 in.; Length, 48 to 96 in. 

LIST PRICE, $8.75 PER 100 SQUARE FEET. 



No. *685—Gothic Frieze or Border. Size, 24x24 in. 

24 x 48 m* 

LIST PRICE, $**.25 PER *00 SQUARE FEET. 


— 99 — 



No. *670—Gothic Side Wall Plate. 

S ize f 24 x 48 in* 

24 x 72 in* 

24 x 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 





























No. 1630—Gothic Frieze or Border with Mold. 


Size, 27*4 x 24 in. 
27J4 x 48 in. 


LIST PRICE, $12.50 PER 100 SQUARE FEET. 



No. 1636 —Gothic Corner Plate Outside, with Mold. 
Size, 2714 x 27J4. 

LIST PRICE, $12.50 PER 100 SQUARE FEET. 


— J00 — 



































No* 1669 —Gothic Center* 


Size, 48 x 48 in* 


LIST PRICE, $2*36 EACH* 



No* *684-A—Wainscot Plate* 

Size , 24 x 48 in* 

LIST PRICE, $* **25 PER *00 SQUARE FEET* 

























































No. 1641—Gothic Center. Sice, 84x84 in. 

Composed of Center 1669, Border 1634-A, Mold 1674. 

LIST PRICE, EACH. 



No. 1684—Side Wall Plate. 

Sice, 24 x 24 in. 

LIST PRICE, $11.25 PER 100 SQUARE FEET. 
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GOTHIC. 
Design No. 1965. 


Composed of Ceiling Plates 1665, Mold 1674, Filler 1689, Cornice 1672. With Cornice 1671, 

List Price based on Room 20x60 feet, $11.90 per 100 Square Feet. $1.25 per square additional. 

« « « « « 18x25 “ $11.92 “ u “ “ 

u u « « « J2 x 15 “ $13.00 “ “ “ “ 


.—103 — 
































































































































































































GOTHIC* 
Design No* 1965- A* 


Composed of Ceiling Plates 1665 , Mold 167 4, Filler 1659, Cornice 1611. 
List Price based on Room 20x60 feet, $12.79 per 100 Square Feet* 

“ “ “ 44 “ 13 x 25 “ $12*22 44 44 44 44 

44 44 44 44 44 12 x 15 44 $12.73 44 44 44 44 


Panels 

Four Feet Square* 


u 


u 


504 


44 


44 























































































GOTHIC 
Design No, 1966. 


Composed of Ceiling Plates 1666, Mold 1674, Filler 1689, Cornice 1671- 

List Price based on Room 20x60 feet, $12.00 per 100 Square Feet. 

18x25 “ $14.86 " " 

12x15 « $14.21 


44 

u 


44 

44 


44 

u 


44 

44 


44 

44 


Center Plates 
Furnished if Desired* 


44 


44 
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GOTHIC 

Design No* 1966-A* 


Composed of Ceiling Plates 

List Price based on 
a u u u 

a a u u 


1666, Mold *674, Center *669, Filler *689, Cornice *672* 
Room 20 x 60 feet, $*2**2 per *00 Square Feet* 

“ *8x25 “ $*2*33 44 44 “ “ 

“ *2 x *5 * $*3*05 “ “ * “ 


With Cornice *67*, 
$*♦25 per square additional* 


*06 — 

















































































































































GOTHIC. 
Design No. 1968. 


Composed of Ceiling Plates 1668, Mold 1674, Filler 1689, Cornice 1671. 
List Price based on Room 20x60 feet, $12.00 per 100 Square Feet. 

( 44 18 x 25 44 $14.77 

u 


u 

u 


12 X 15 


$14.28 


44 

44 


44 

44 


Center Plates 
Furnished if Desired* 


44 


44 
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44 


44 
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GOTHIC 

Design No. 1968-A. 


Composed of Ceiling Plates 1668, Mold 1674, Filler 1689, Cornice 1671. 


List Price based on Room 20 x 60 feet, 

“ ** ** ** ** 18 x 25 u 

*< “ « « ** 12 x 15 “ 


$16.14 per 100 Square Feet. 
$15.76 ****** ** 

$13.44 ****** ** 


Panels 

Four Feet Square, 
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GOTHIC 
Design No* 1973* 


Composed of Ceiling Plates 1673, Mold 1678, Filler 1689, Cornice 1672* 
List Price based on Room 20 x 60 feet, $10*84 per 100 Square Feet* 

18x25 “ $11*38 “ 

12x15 " $12*58 44 


44 

(4 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


With Cornice 1671* 

$1*25 per square additional* 
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GOTHIC 
Design No* 1986* 


Composed of Corner Plates J686> Mold \61\> Filler f689 t Cornice J67I* 
List Price based on Room 20 x 60 feet, $12*6t per J00 Square Feet* 

44 44 44 44 44 18 x25 44 $J2 *95 “ “ “ “ 

44 44 44 44 44 \2 x 15 * $13*90 “ “ “ “ 


Panels 

Four Feet Square* 


— HO — 






































































GOTHIC 
Design No, 1987. 


Composed of Ceiling Plates 1666, Border Plate 1665, Mold 1674, Corner Plate 1668, Filler 1685, Cornice 1671. 
List Price based on Room 20 x 60 feet, $12.36 per 100 Square Feet. 

18x25 “ $14.56 “ “ “ “ 

12x15 “ $14.02 “ “ « « 


U 


Center Plates 
Furnished if Desired. 


U 


u 


ii 


— \U — 




























































































































































































































GOTHIC 
Design No* 1988* 


Composed of Ceiling Plates 1688, Mold 1674, Filler 1689, Cornice 1672* With Cornice 1671, 

List Price based on Room 20x60 feet, $11*90 per 100 Square Feet* $1*25 per square additional* 

“ “ “ “ “ 18 x25 44 $11*91 * 44 44 44 

44 44 44 44 44 12 x 15 44 $13*00 44 44 44 44 
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GOTHIC. 
Design No. 1988-A. 


Composed 


of Ceiling Plates 

List Price based 
u u u 

44 44 44 


1688, Center Plate 1668, Mold 1674, Border 1685, Cornice I67L 
on Room 20 x 60 feet, $12.65 per 100 Square Feet. 

* 44 J8 x 25 “ $*3J5 44 44 * 44 

44 44 12x15 " $14.45 44 44 44 44 


Panels 

Four Feet Square* 


— it 3 — 




GOTHIC 
Design No* J988-B* 


With Cornice 1671, 
$1*25 per square additional*. 


Composed of Ceiling Plates 1688, Mold 1678, Filler 1689, Cornice 1672* 
List Price based on Room 20x60 feet, $13*36 per 100 Square Feet* 

44 44 44 44 44 18x25 44 $15*02 44 44 44 44 

44 44 “ “ “ \2 x J5 44 $14*89 44 44 44 44 


— tU — 


















































































GOTHIC 
Design No. 1994. 


Composed of Ceiling Plates 1609, Center 1669, Mold 1674, Filler 1689, Cornice 1672. 
List Price based on Room 20 x 60 feet, $11.39 per 100 Square Feet. 

* “ “ 44 * 18 x 25 44 $11.96 44 44 44 44 

44 * 44 44 44 12 x 15 44 $13.21 44 44 44 44 


With Center 1669 
$1.88 additional. 
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GOTHIC 

Design No* 1995. 


Composed of Wall Plate 2684, Ceiling Plates 1665, Center 1669, Mold 1674, Filler 1689, Cornice 167 2* 
List Price based on Room 20 x 60 feet, $22*62 per 200 Square Feet* 

44 44 44 44 44 28 x 25 44 $23*06 44 44 44 44 

44 44 44 44 44 12 x 25 “ $23*63 44 44 44 44 


With Cornice 2672, 
$2*25 per square additional* 
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GOTHIC. 

Side Wall Design No. 1984. 


Composed of Side Wall Plates 1683-84, Wainscot Plate 1667, Wainscot Rail 1682, Frieze 1630, Cornice 1671. 

List Price based on Room 20 x 60 x 12 feet, $11.79 per 100 Square Feet. 

“ « “ « « 18x25x12 “ $11.56 “ “ “ “ 

« « « « “ 12x15x10 “ $11.42 " " “ « 
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GOTHIC. Composed of Side Wall Plates 1670, Frieze 1630, Cornice 1671, Wainscot Rail 1682, Wainscot 1687. 

Side Wall Design No. 1970. List Price based on Room 20 x 60 x 12 feet, S 10.69 per 100 Square Feet. 

44 44 44 44 44 18 x 25 x 12 44 $10.68 44 44 44 44 

44 44 44 44 44 12 x 15 x 10 44 $10.92 44 44 44 44 
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ROMANESQUE. 


No* 1603—Ceiling Plate* 

Size t 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 


No* 1613 — Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 


No* 1626—Corner Plate* 

Size, 24 x 24 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 


No* 1625—Border Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET. 


No* 1627—Corner Plate* 

Size, 24 x 24 in* 

LIST PRICE, $11*25 PER 100 SQUARE FEET* 












































































No* *643—Romanesque Cornice* Projection, 9 in*; Depth, *2 m*; Length, 48 m* 

LIST PRICE, 22j4c PER LINEAL FOOT* 




No* *649—Romanesque Cornice* Projection, 2 m*; Depth, 4 m*; Length, 48 in* 

LIST PRICE, 754c PER LINEAL FOOT* 



No* *6*9—Romanesque Filler Plate* Width, 8 to 24 in*; Length, 48 to 96 in* 

LIST PRICE, $8*75 PER *00 SQUARE FEET* 



No* *643-A* 
Inside Cornice Block* 
Size, 9 x *2 m* 

List Price, 6254c each* 



No* *643-B* 
Outside Cornice Block* 
Size, 9 x *2 m* 

List Price, 62 54 c each* 


No* *639—Romanesque Wainscot Plate* 
Size, 24 x 33 in* 



LIST PRICE, $***25 PER *00 SQUARE FEET* 
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No* 1638—Romanesque Side Wall Plate* 

Size, 24 x 48 in* 

24 x 72 in* 

24 x 96 in* 

LIST PRICE, $10*00 PER 100 SQUARE FEET* 



No, 1629—Romanesque Wainscot Rail* Height, 4 in*; Projection, 1*4 in*; Length, 48 in* 

LIST PRICE, 6*4c PER LINEAL FOOT* 



No* 1700—Romanesque Mold* Width, 6 in*; Depth, 1 in*; Length, 48 in* 

LIST PRICE, 7V 2 c PER LINEAL FOOT* 



No* 1701—Ell* 
Size, 6x6 in* 
List Price, 6*4 C each* 



No* 1702—Tee* 
Size, 6 x 6 in* 
List Price, 6*4c each* 



No* 1703 — Cross* 
Size, 6 x 6 in* 
List Price, 6 J /\c each* 



No* 1627-C—Romanesque Center* Size, 48 x 48 in* 

Composed of four No* 1627 Plates* 

LIST PRICE, $1*82 EACH* 
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No* X 786—Zinc Ventilating Center. 
Diameter, 40 in.; Projection, 12 in. 
NET PRICE, $7.50 EACH. 



No. 1787—Zinc Ventilating Center. 
Diameter, 24 in.; Projection, 12 in. 
NET PRICE, $4.00 EACH. 


122 — 








ROMANESQUE. 
Design No. 1903. 


Composed of Ceiling Plates 1603, Bordet Plates 1625-27, Filler 1640, Cornice 1643. Center Plates 

List Price based on Room 20x60 feet, $11.07 per 100 Square Feet. Furnished if Desired. 

« u « « « 18x25 “ $11.61 “ “ “ “ 

" “ “ “ “ 12 x 15 “ $12.17 “ “ “ “ 
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ROMANESQUE. 
Design No. 1913. 


Composed of Ceiling Plates 1613, Border Plates 1625-27, Filler 1640, Cornice 1643. Center Plates 

List Price based on Room 20x60 feet, $11.07 per 100 Square Feet. Furnished if Desired. 

« u u u u 18 x 25 44 $12.04 44 44 44 44 

44 « “ « « 12x15 44 $13.05 44 44 44 44 
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ROMANESQUE. Composed of Ceiling Plates 1613, Mold 1700, Border Plate 1603, Corner Plate 1613, Filler 1640, Cornice 1643. 
Design No. 1922. List Price based on Room 20x60 feet, $11.85 per 100 Square Feet. 

« « « « « 18x25 « $12.34 “ « « ■ « 

“ “ “ “ “ 12x15 « $13.56 “ “ « « 


Center Plates 
Furnished if Desired. 
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ROMANESQUE* 
Design No* *923* 


Composed of Ceiling Plates 1613, Border Plates 1625-27, Filler 1619, Cornice 16 43* 
List Price based on Room 20 x 60 feet, $ 11*66 per *00 Square Feet* 

“ “ « “ “ *8 x 25 “ $*2*02 “ " * * 

“ “ “ “ “ 12 x *5 " $*2*90 “ 44 44 44 


Center Plates 
Furnished if Desired* 
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ROMANESQUE. 
Design No. 1926. 


Composed of Ceiling Plates 1603, Border Plates 1625-26-27, Filler 1619, Cornice 1643. Center Plates 

List Price based on Room 20 x 60 feet, $11.30 per 100 Square Feet. Furnished if Desired 

« « “ “ « 18x25 44 $11.89 44 14 44 44 Desired. 

44 44 44 44 44 12 x 15 44 $13.29 44 44 44 44 
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ROMANESQUE. 

Side Wall Design No. J 938. 


Composed of Cornice 1643, Side Wall Plate 1638, Wainscot Rail 1629, Wainscot 1639. 

List Price based on Room 20 x 60 x 12 feet, $10.49 per 100 Square Feet. 

“ “ “ “ “ 18 x 25 x 12 “ $10.31 ** ** u “ 

“ “ “ “ “ 12 x 15 x 10 “ $10.13 “ u 44 “ 
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No* *604—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* 1616 —Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $ 10.00 PER *00 SQUARE FEET* 


— 129 



No* *608—Ceiling Plate* 

Size* 24 x 24 in* 

24 x 48 in* 

LIST PRICE, $*0*00 PER *00 SQUARE FEET* 



No* 1611 —Ceiling Plate* 

Size, 24 x 24 in* 

* 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $*0*00 PER *00 SQUARE FEET* 





















































No* *694—Rococo Filler Plate* Width, 12 to 30 in*; Length, 48 to 96 in* 

LIST PRICE, $8*75 PER *00 SQUARE FEET. 



No* *693—Ceiling Plate* 

Size, 24 x 24 m* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $*0*00 PER *00 SQUARE FEET* 



No. J 792—Rococo Cornice. Projection, 8 in.; Depth, JO in.; Length, 48 in. 

LIST PRICE, 20c PER LINEAL FOOT. 



No. J792—A. 
Size, 8 x *0 in* 


List Price, 80c each* 



No* *792-B* 
Size, 8 x *0 in* 
List Price, 80c each. 



No. J793—Rococo Mold. Width, 6 in,; Depth, J in.; Length, 48 in. 

LIST PRICE, JOc PER LINEAL FOOT. 



No. J 794—Ell. 
Size, 6x6 in* 


No* *795—Tee* 
Size, 6x6 m* 


No* *796—Cross* 
Size, 6 x 6 in* 


List Price, *0c each* List Price, *0c each* List Price, *0c each* 
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ROCOCO. 
Design No. 1904. 


Composed of Ceiling Plates 1604, Mold 1662, Filler 1640, Cornice 1646. Center Plates 

List Price based on Room 20 x 60 feet, $9.80 per 100 Square Feet. Furnished if Desired. 

“ “ “ « “ 18x25 “ $10.28 ** “ “ “ 

<< « « « “ 12x15 “ $11.06 “ “ “ ' “ 


— 131 








































































































































































































ROCOCO* 
Design No, *908* 


Center Plates 
Furnished if Desired* 


Composed of Ceiling Plates *608, Mold 1657, Filler *640, Cornice *643* 
List Price based on Room 20 x 60 feet, $*0*83 per *00 Square Feet* 

44 44 44 44 44 *8 x 25 44 $*2**6 44 44 44 44 

44 44 44 44 44 *2 x *5 44 $*3*20 44 44 44 44 
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ROCOCO. 
Design No. 1911. 


Composed of Ceiling Plates 1611, Mold 1662, Filler 1640, Cornice 1646. 

List Price based on Room 20x60 feet, $10.68 per 100 Square Feet. 

u u u u « 18x25 “ $10.96 “ 44 44 44 

u « « « « 12x 15 44 $11.50 44 44 44 ' 44 


Center Plates 
Furnished if Desired* 
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ROCOCO. 
Design No. 1916. 


Composed of Ceiling Plates 1616, Mold 1657, Filler 1640, 
List Price based on Room 20x60 feet, $11.17 per 100 Square 

“ “ 44 44 44 18 x 25 “ $11.64 44 44 44 

44 44 44 44 44 12x15 44 $12.02 44 44 44 


Cornice 1644. 

Feet. 

u 

u 


Center Plates 
Furnished if Desired. 
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ROCOCO. 
Design No. 191 7. 


Composed of Ceiling Plates *604, Border Plates 1611, Mold 1700, Filler 1694, Cornice *647. 
List Price based on Room 20 x 60 feet, $*0.49 per *00 Square Feet. 

“ “ 44 44 44 13 x 25 “ $ 1 1.12 44 44 44 44 

44 44 44 44 44 12 x 15 44 $12.76 44 44 44 44 


Center Plates 
Furnished if Desired. 
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ROCOCO* 
Design No* 5929* 


Composed of Ceiling Plates 5608-56, Mold 5657, Fillet 5640, Cornice 5644* 
List Price based on Room 20 x 60 feet, $55*57 per 500 Square Feet* 

“ « “ 44 “ 58 x 25 “ $55*64 * 44 “ “ 

44 44 44 44 44 52 x 55 “ $52*02 44 44 44 44 


Center 

Furnished 


Plates 
if Desired* 
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ROCOCO. 


Design No* J930* 

List 

Price 

based 

Filler 

on Room 

*640, Cornice *644 
20 x 60 feet, $*0.79 

per 

*00 

Square 

Feet. 


u 

u 

u 

44 

u 

*8x25 « $**.36 

44 

44 

44 

44 


u 

u 

u 

u 

44 

*2 x *5 “ $*2.02 

44 

44 

44 

44 


Center Plates 
Furnished if Desired. 
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ROCOCO. 
Design No. *93*. 


Composed of Ceiling Plates *6*6, Border Plates *608, Mold *657, Filler *694, Cornice *643. 

List Price based on Room 20x60 feet, $**.30 per *00 Square Feet. 

u 44 44 44 44 id x 25 44 $*2.23 “ 44 44 44 

44 44 44 44 44 \2 x *5 44 $*3.42 44 44 44 44 


Center Plates 
Furnished if Desired. 
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ROCOCO. 
Design No. 1993. 


Composed of Ceiling Plates 1693, Mold 1700, Filler 1694, Cornice 1643. 
List Price based on Room 20 x 60 feet, $10.83 per 100 Square Feet. 

18x25 “ $12.16 “ 

12x15 “ $14.74 « 


it 

tt 


a 

u 


a 

tt 


a 

a 


tt 

a 


a 

a 


a 

a 


a 

a 


Center Plates 
Furnished if Desired* 
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ROCOCO. Composed of Ceiling Plates 1693, Mold 1700, Border Plates 1611, Corner Plate 1608, Center Plates 


Design No* 1993- A* 




Filler 

1694, Cornice 1643. 





Furnished if Desired* 


List 

Price 

based 

on Room 

20x60 feet, $11.41 

per 

100 

Square 

Feet* 



u 

a 

44 

u u 

18x25 “ $11.99 

44 

44 

44 

44 



u 

a 

44 

u u 

12 x 15 « $14.52 

44 

44 

44 

44 
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ROCOCO. 
Design No* J993-B* 


Composed of Ceiling Plates 

List Price based 
a u u 

44 44 44 


169 3, Mold J700 t Border Plates t608, Filler T694, Cornice 164 3< 
on Room 20 x 60 feet, $tL4t per J00 Square Feet* 

“ “ 13 x 25 “ $11.99 44 44 44 44 

44 44 12 x 15 44 $14.52 44 44 44 44 


Center Plates 
Furnished if Desired* 
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ROCOCO. 
Design No. J °°3-C. 


' Jf, rz ** f >£ ** Jr, *Z ? *?'£■? <*. -- 

;*V r: K ^' r ~ .'* r 

. - - _ _ 


Composed of Ceiling Plates 1693, Mold 1700, Filler 1694, Cornice 1647. 
List Price based on Room 20 x 60 feet, $11.49 per 100 Square Feet. 

18x25 “ $11.50 

12x15 “ $12.56 


Sr *r; >- <*, ^ -«• r e' ^ 

r 


Panels 

Four Feet Square* 




u 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 
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ROCOCO. 
Design No. 1996. 


Composed of Ceiling Plates 1693, Mold 1793, Filler 1694, Cornice 1792. 
List Price based on Room 20 x 60 feet, $10.95 per 100 Square Feet. 

« « « « « 18x25 ** $11.83 “ “ “ “ 

« « « « « 12 x 15 " $14.19 M “ “ “ 


44 


44 


44 


J43 























































































ROCOCO, 
Design No, 2008. 


Composed of Ceiling Plates 5608, Mold 5793, Filler 5694, Cornice 5792, 
List Price based on Room 20x60 feet, $50,95 per 500 Square Feet, 

“ 44 “ 58x25 “ $55,83 44 44 44 44 

44 44 44 52 x 55 44 $54,59 44 44 44 44 


u 

a 
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No. 1606—Ceiling Plate. 

Size, 24 x 24 in. 

24 x 48 in. 

24 x 96 in. 

LIST PRICE, $8.75 PER 100 SQUARE FEET. 



No. 1610—Ceiling Plate. 

Size, 24 x 24 in. 

24 x 48 in. 

24 x 96 in. 

LIST PRICE, $9.38 PER 100 SQUARE FEET. 


No. 1615—Ceiling Plate. 

Size, 24 x 24 in. 

24 x 48 in. 

24 x 96 in. 

LIST PRICE, $10.00 PER 100 SQUARE FEET. 



No. 1635—Side Wall Plate. 

Size, 24 x 24 in. 

24 x 48 in. 

24 x 72 in. 

24 x 96 in. 

LIST PRICE, $8.75 PER 100 SQUARE FEET. 


No. 1784 — Greek Filler. 

LIST PRICE, $8.75 PER 100 SQUARE FEET. 
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No* 1647-A* 
Inside 

Cornice Block* 
List price, 50c 
each* 



No* I647-B* 
Outside 
Cornice Block* 
List price, 50c 
each* 



No* 1695 —Greek Cove* 

Average projection 12 in*, average depth 13 in* 
Width 24 to 30 in*, length 24 in* 

LIST PRICE, 3154c PER LINEAL FOOT* 
We do not furnish Cornice Blocks for this Cove* 







No* 1647—Greek Cornice* 


Projection 654 *n* Depth 7^4 Length 46 in* 

LIST PRICE* 15c PER LINEAL FOOT* 



No* 1661 —Greek Mold* Width 6 in* Length 48 in* 
LIST PRICE, 654c PER LINEAL FOOT- 



No* 1712—Ell* 
6x6 in* 
List price, 
654c each* 


No* 1713 —Tee* 
6x6 in* 

List price, 
654c each* 



No* 1714 —Cross* 
6x6 in* 

List price, 
654c each* 
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Size, 24 x 48 in. 

24 x 96 in. 

LIST PRICE, $*0.00 PER *00 SQUARE FEET. 


Especially adapted for Bath Rooms, Vestibules, 
Halls, Kitchens, etc. Looks exactly like genuine 
tile—when properly applied—and cost considerably 
less. 



No. *790—Base, Imitation Tile. Size, Height, 9 in., Projection, 7/ 8 in., Length, 48 in. 

LIST PRICE, *254c PER LINEAL FOOT. 



No. *79*—Wainscot Rail, Imitation Tile. Size, Height, 4 % in., Projection, ^2 in., Length, 48 in. 

LIST PRICE, 7V 2 c PER LINEAL FOOT. 
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GREEK. 
Design No. 1906. 


Composed of Ceiling Plates 1606, Mold 1662, Filler 1640, Cornice 1672. Center Plates 

List Price based on Room 20 x 60 feet, $9.38 per 100 Sauare Feet. Furnished if Desired 

“ “ “ “ “ 18 x 25 “ $10.89 M “ “ u 

“ “ “ “ “ 12x15 “ $11.94 “ “ « « 
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GREEK. 
Design No. I9t 0. 
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Composed of Ceiling Plates t6l0, Mold 1653, Filler 1640, Cornice J644. 
List Price based on Room 20 x 60 feet, $>0.48 per J00 Square Feet. 

“ “ “ “ “ 18x25 « $11.00 « « « « 

“ “ “ « 4 ' J2xf5 “ $JJ.69 « “ “ • « 


Center Plates 
Furnished if Desired. 
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GREEK, 
Design No, 1915* 


Composed of Ceiling Plates 1615, Mold *653, Filler 
List Price based on Room 20 x 60 feet, $t0,82 per 

* “ * 44 44 18x25 44 $t0,83 

44 44 “ 44 44 12 x 15 44 $H,53 * 


*640, Cornice *646, 
tOO Square Feet, 

44 44 44 

44 44 44 


Center Plates 
Furnished if Desired, 
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GREEK, 

Design No, 19 15-A, 


Composed of Ceiling Plates 1615, 
List Price based on 


u 

u 


u 

u 


44 

a 


Molds 1661, 6 in,, 1678, 3 in,, Filler 169 4, Cove 1695 , 
Room 20x60 feet, $12,73 per 100 Square Feet, 

“ 18 x 25 44 $12,82 “ “ 

44 12x15 “ $13,52 " “ 


Center Plates 
Furnished if Desired, 


u 
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GREEK* 
Design No* J927* 


Composed of Ceiling Plates 161 0, Mold J653, Border Plates J606, Corner Plate 1615, 

Filler J640, Cornice J644* 


List 

Price based 

on Room 20 x 60 feet, $50.65 

per 

o 

o 

V-*, 

Square 

Feet* 


44 u 

« “ 58x25 “ $5 5.5? 

44 

44 

44 

44 

a 

u 44 

« “ 52 x 55 “ $55.9? 

44 

44 

44 

44 


Center Plates 
Furnished if Desired* 
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GREEK. 
Design No. 1928. 


Composed of Ceiling Plates 1615-1610, Mold 1653, Filler 1640, Cornice 1644. Center Plates 

List Price based on Room 20 x 60 feet, $10.80 per 100 Square Feet. Furnished if Desired. 

« « « « « 18x25 “ $11.31 “ “ ** “ 

« « « “ « 12 x 15 “ $12.03 “ “ “ ' “ 
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GREEK. Composed of Cornice 1647, Side Wall Plate 1635, Wainscot Rail 1629, Wainscot Plate 1610. 

Side Wall Design No. 1935. List Price based on Room 20 x 60 x 12 feet, $9,07 per 100 Square Feet. 

“ “ “ « * 18x25x12 “ $9.15 « “ « 

« “ “ “ “ 12 x 15 x 10 ** $9.18 “ « M 
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No* 1601—Ceiling: Plate* 

Size, 24 x 24 m* 

24 x 48 in* 

24 x 96 m* 

LIST PRICE, $8*75 PER 100 SQUARE FEET. 



No* 1605—Ceiling Plate* 

Size, 24 x 24 m* 

24 x 48 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* 1607—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 m* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 



No* 1602—Ceiling Plate* 

Size, 24 x 24 in* 

24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 




































No* *797—Ornamental Ceiling: or Siding* 
Size, 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER *00 SQUARE FEET* 


No* *690—Ornamental Ceiling or Siding* 
Size, 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER *00 SQUARE FEET* 
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No* 1623—Ornamental Ceiling or Siding* 
Size, 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 


r^SS3E£ 



Ncu 1691—Plain Beaded Ceiling or Siding* 
Size, 24 x 48 in* 

24x96 in* 

LIST PRICE, $8*13 PER 100 SQUARE FEET* 


157 — 



No, 1612—Ornamental Ceiling or Siding* 
Size, 24 x 48 in* 

24 x 96 in* 

LIST PRICE, $8*75 PER 100 SQUARE FEET* 
























































No* *8*2—Ventilating Center* 

Size, 72 x 72 in* 

Center Drop, *2 in* 

List Price, with Zinc Ventilator, $32*00* 

List Price, without Zinc Ventilator, $6*75* 



No* *640—Filler Plate* 
LIST PRICE, $8*75 PER 


Width, 4 to 24 in* 
Length, 48 to 96 in* 
*00 SQUARE FEET* 
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MODERN. 
Design No. 1901. 


Composed of Ceiling Plates 160 1, Mold 1662? Filler 1640, Cornice 1646. Center Plates 

List Price based on Room 20 x 60 feet, $9.74 per 100 Square Feet. Furnished if Desired. 

« « u u u J8x25 “ $10.28 “ “ “ “ 

« « « « « 12x15 “ $11.06 “ ** “ “ 


— 159 — 


































































































































































































































































































































































































































































































MODERN. 
Design No. t?02. 


Composed of Ceiling Plates 1602, Mold 1662, Filler 1640, Cornice 1646 . 

List Price based on Room 20 x 60 feet, $9.74 per fOO Square Feet. 

“ “ “ “ “ 13 x 25 44 $t0.28 44 44 14 44 

44 44 44 44 “12* 15 44 $1 1.06 44 44 44 44 

— oo¬ 


center Plates 
Furnished if Desired. 
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MODERN. 
Design No. 1/05, 


Composed of Ceiling Plates 1605, Mold 1662, Filler 1619, Cornice 1646. 
List Price based on Room 20 x 60 feet, $9.74 per 100 Square Feet. 

18x25 “ $10.28 “ “ 44 44 

“ 12x15 " $11.06 “ 44 44 44 


44 44 44 44 44 

44 44 44 44 


Center Plates 
Furnished if Desired* 
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MODERN. 
Design No. *905-A. 


Composed of Ceiling Plates *605, Mold *657, Border Plates *602, Corner Plate *605, 

Filler *694, Cornice *644. 


List Price based 
u u u 

a u u 


on Room 20 x 60 feet, $*0.4* per *00 Square Feet. 

44 44 *8x25 44 $**.04 “ 44 44 44 

44 44 *2 x *5 “ $**.96 “ " * “ 


Center Plates 
Furnished if Desired* 
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MODERN. 

Design No. *9074 


Composed of Ceiling Plates *607, Mold 1662, Filler 
List Price based on Room 20 x 60 feet, $9.74 per 

* “ “ « « 18x25 44 $1 0.28 44 

44 44 44 44 44 12 x 15 44 $11.06 44 


1640, Cornice *646. 
*00 Square Feet. 

44 44 44 

44 44 44 


Center Plates 
Furnished if Desired. 
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MODERN. 
Design No. 1990. 


Composed of Ceiling Plates 1690, Cornice 1648. 

List Price based on Room 20 x 60 feet, $9.21 per 100 Square Feet. 

“ “ 44 44 44 18 x25 44 $9.44 44 44 44 44 

U 44 44 44 44 J 2 X 15 44 $10.08 44 44 44 44 


44 
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44 


44 








MODERN* Composed of Ceiling: Plates 1691, Cornice 1646 * 

Design No* 1991. List Price based on Room 20x60 feet, $8*92 per fOO Square Feet* 

“ 44 “ “ 44 18 x 25 44 $9*28 44 44 44 44 

44 44 44 44 44 12 x 15 44 $10.20 44 44 44 44 


165 — 







































































MODERN* 
Design No* 1997* 


Composed of Ceiling Plates 1797, Cornice 1648* 
List Price based on Room 20x60 feet, $9*21 per 100 Square 

44 44 44 44 44 18 x 25 44 $9*44 44 44 44 

u u u a u Y2 x 15 44 $10*08 44 44 44 


Feet* 

u 

u 
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Fig, 2508—Gothic* 

Composed of Ceiling: Plates 1673, Mold 1678, Filler 1689, Cornice 1672. 
Side Wall Plates 1670. 

List Price based on Room 20 x 60 feet. Ceiling, $10.84 per 100 Square Feet. 

“ 44 44 44 44 18x25 44 44 $11.38 44 44 “ « 

“ “ 44 44 44 12x15 44 < 4 $12.58 44 44 44 44 

“ “ “ “ “ 12 x 15 x 10 44 Side Wall, $10.92 44 44 


167 



Fig* 2505—Gothic* 

Composed of Ceiling Plates 1673, Frieze 1685, Side Wall Plates 1670, 


Wainscot Rail 1682, Wainscot 1667* 


List Price based on Room 20x60 feet, Ceiling, 

44 44 44 44 44 18 x 25 44 44 

44 44 44 44 44 12 x 15 44 44 

“ “ 44 44 44 12 x 15 x 10 44 Side Wall, 


$10.82 per 100 

$11.38 44 44 

$12.58 44 44 

$10.92 44 44 


Square Feet. 

u u 

a a 

a u 

























































Fig. 2510—Colonial* 

Composed of Panels 1709-10-11, Mold 1653, Filler 1619, Galvanised Iron Cornice 1726* 

List Price based on Room 20 x 60 feet without Galvanised Iron Cornice, $13*92 per 100 Sq* Feet. 

*< ** i( ** ** 18 x 25 “ u “ u u $13 90 ** ** “ (t 

u “ 44 “ “ 12x15 “ “ “ " “ $13,81 “ “ “ “ 

Galvanised Iron Cornice, $1*50 per Lineal Foot. 


— 168 



Fig* 2504 — Gothic* 

Composed of Ceiling Plates 1673, Cornice 1672, 

Friese 1685, Side Wall 1684-A* 

List Price based on Room 20x60 feet, Ceiling, $10.84 per 100 Square Feet. 
* “ “ “ “ 18x25 * “ $11,38 " “ “ « * 

u “ “ u “ 12x15 “ " $12*58 “ “ “ « 

41 “ " " “ 20 x 60 x 12 “ Side Wall, $11*79 “ “ “ « 

" “ “ “ “ 18 x 25 x 12 44 “ $11.56 " “ “ « 

“ “ “ “ 44 12 x 15 x 10 44 44 $11.42 44 44 “ “ 























































COLONIAL, 
Fig, 2509, 


Center Plates 
Furnished if Desired, 


Composed of Panels *709-*0-**, Mold *653, Filler *6*9, Galvanised Iron Cornice *726, 

List Price based on Room 20x60 feet without Galvanised Iron Cornice, $*3,92 per *00 Square Feet, 
“ “ “ “ “ *8x25 “ 44 44 44 “ $*3,90 44 44 44 44 

44 44 44 44 44 * 2 x *5 44 44 44 44 44 $*3,8* 44 44 44 44 

Galvanised Iron Cornice $*,50 per Lineal Foot, 


— *69 — 

















ITALIAN RENAISSANCE. 

Figure 2539. 


Ceiling Composed of Plate 1804, Center 1810, Mold 1755, Cornice with Filler 1806. 
Side Wall Composed of Plate 1800, Mold 1662, Wainscot 1767, Wainscot Rail 1772. 


List Price based on Room 


*8 x 58 feet, 
*8x26 “ 
*4 x *8 “ 
*8x58 " 
*8 x 26 “ 

*4 x *8 “ 


Ceiling, 

a 

a 

Side Wall, 

u 

u 


$14.15 per 100 Square Feet. 

$14.41 “ “ « “ 

$14.84 “ “ 

$11.28 “ “ 

$11.30 “ “ 

$11.57 “ “ « 


170 
















GOTHIC. 
Figure 2507. 


Composed of Ceiling Plates 1666, Mold 1674, Filler 1640, Cornice 1672, Wainscot Plate 1684-A. Center Plates 

Beam work composed of Cornice 1672, Nosing 1652, Soffit 1640. Furnished if Desired. 

List Price based on Room 15 x 15 feet, $14.70 per 100 Square Feet for Ceiling. 

« « « « ** J5 x 15 “ $10.00 “ “ “ “ “ Side Wall. 


— 171 — 












GREEK. 
Figure 2535. 


Composed of Ceiling Plates 1615, Mold 1653, Filler 1640, Cornice 1646. 
List Price based on Room 20 x 60 feet, $10.82 per 100 Square Feet. 

“ “ “ “ “ 18x25 « $10.83 ****** ** 

“ “ “ “ “ 12x15 “ $11.53 “ ** “ “ 


Center Plates 
Furnished if Desired. 


— 172 



































GOTHIC 
Figure 2515. 


Composed of Ceiling Plates 1609, Border Plates 1625-27, Center 1627-C, Filler 1619, Cornice 1672, 

Beam Soffit 1659, Beam Facia 1619, Nosing 1650. 

List Price based on Room 20 x 60 feet, $11.66 per 100 Square Feet. 


u 

u 


18x25 “ 
12x15 “ 


$12.02 « 

$12.60 “ 


Center Plates 
Furnished if Desired, 


— 173 — 



























COLONIAL. 
Figure 2503. 


Composed of Panels 1620-21-22, Mold 1653, Filler J640, Cornice 1646. Center Plates 

List Price based on Room 20 x 60 feet, $12.31 per 100 Square Feet. Furnished if Desired. 

“ “ ** ** ** 18x25 “ $12.77 ****** ** 

U « ** « « J2 X15 “ $12.81 ****** ** 



— 174 — 














COLONIAL. 
Figure 2502. 


Composed of Panels 1620-2 1-22, Mold 1653, Filler 1640, Girder Nosing: 1650, 

Beam Soffit 1640, Frieze 1685. 

List Price based on Room 20x60 feet, $12.31 per 100 Square Feet. 

“ “ “ « “ 18x25 44 $12.87 44 44 “ 44 

“ “ 44 44 44 12 x 15 44 $12.81 44 44 44 44 


Center Plates 
Furnished if Desired* 


— 175 — 
















GOTHIC 
Figure 2534. 


Composed of Ceiling Plates 1666, Border Plates 1625-27, Filler 1640, Cornice 1643, Beam Soffit 1689. 
List Price based on Room 20 x 60 feet, $12.00 per 100 Square Feet. 

« ** ** ** « J8x25 “ $14.86 ****** ** 

** ** ** ** ** J2 x 15 “ $14.21 « u ** ** 

— 176 — 


Center Plates 
Furnished if Desired. 

































































GOTHIC. 
Figure 25 J 1. 


Composed of Ceiling Plates' 1609, Mold 1657, Filler 1640, Cornice 1643. Center Plates 

List Price based on Room 20x60 feet, $11.17 per 100 Square Feet. Furnished if Desired* 

« « « « « 18x25 44 $11.68 44 44 44 44 

« « « « « 12x15 44 $12.20 44 44 44 44 

— 177 — 
























GOTHIC 
Figure 25 14* 


Composed of Ceiling Plates 1668, Mold 1674, Filler 1689, Cornice, 1643* 
List Price based on Room 20 x 60 feet, $12*00 per 100 Square Feet* 

U 44 44 44 44 x 25 44 $14*77 44 44 44 “ 

44 44 44 44 44 ft X 15 44 $14*28 44 44 44 44 
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Center Plates 
Furnished if Desired* 








































































COLONIAL* Composed of Panels 1620-21-22, Mold 1653, Filler 1640, Cornice 1643, Beam Soffit 1619, Center Plates 

Figure 2525* Nosing 1650, Center,1624* Furnished if Desired* 

Zinc Capitals, Columns and Bases of Galvanized Iron, Prices on Application* 

List Price based on Room 20 x 60 feet, $12*57 per 100 Square Feet* 

« « “ “ “ 23x23 “ $13*69 44 44 44 44 


— 179 — 
























COLONIAL* 

Figure 2526* 


Composed of Panels 1620-21-22, Border Plates 1625-27, Center 1624, Filler 1619, Cornice 1643, 
Frieze 1685, Mold 1662, Side Wall 1642, Wainscot Rail 1629, Wainscot 1639, 


List Price based on Room 20 x 60 
“ “ “ 44 44 *8x25 


12x15 
20 x 60 x 12 
18x25x12 
12x15x10 


feet, Ceiling, 
a a 


44 $12,81 
Side Wall, $11*57 


$12*31 per 100 Square Feet, 
$12*77 44 “ 44 44 


tt 

a 


$11.56 M “ 
$».28 “ “ 


it 

it 


it 

a 


Center Plates 
Furnished if Desired* 


180 





















































GOTHIC 
Figure 2529* 


Composed of Ceiling Plate S609, Center J627-C, Mold 1662, Filler J640, Beam Soffit \6\9 
List Price based on Room 20x60 feet, $H*39 per tOO Square Feet* 

18x25 “ $*L96 

\7 x t5 “ ?*3*2f 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


44 

44 


Center Plates 
Furnished if Desired* 


— m — 














GREEK* Composed of Ceiling Plates 1615, Border Plates 1625-27, Filler J640, Cornice J643, Beam Soffit J640* Center Plates 

Figure 2528* List Price based on Room 20 x 60 feet, $t0*82 per J00 Square Feet* Furnished if Desired* 

« “ “ “ “ 1% x 25 “ $*0*83 “ 44 44 44 

44 44 44 44 44 1 2 x 15 44 $fL53 44 44 44 44 

— 182 — 




ms 


























COLONIAL. 
Figure 250 1. 


Composed of Panels 1620-21-22, Panel Mold 1653, Filler 1640, Cornice 1613, 
Girder Nosing 1650, Beam Facia 1640, Beam Soffit 1621. 

List Price based on Room 20 x 60 feet, $12.57 per 100 Square Feet. 

U 44 44 44 44 23 x 23 “ $13.69 “ “ “ 44 

— 183 — 


Center Plates 
Furnished if Desired. 











COLONIAL< 
Figure 2537* 


Composed of Panels 1709-10-11, Panel Mold 165 3, Filler 1619, Cornice 1671* 
List Price based on Room 20 x 60 feet, $12-67 per $00 Square Feet* 

“ 44 44 44 44 18 x 25 44 $13-25 44 44 44 44 

' c 44 44 44 44 12 x 15 44 $13-60 44 44 44 44 


Center Plates 
Furnished if Desired- 


— 184 — 



















CODES USED 
A. B. C. 5TH EDITION. 
WESTERN UNION. 


NUMERICAL INDEX AND TELEGRAPH CODE 


CABLE ADDRESS 

“EDMANCO" 


Number 

| DESCRIPTION 

| Size Inches 

| Page 

CODE 

1601.. 

Plate . 

24 x 24 

155 

Abacus 

1601 

“ 

24 x 48 

155 Abandon 

1602 

“ 

24 x 24 . 

155 Abase 

1602 

“ 

24 x 48 . 

155 Abbess 

1603 . . 

** 

24 x 24 

119 Abbot 

1603 . . . . 

“ 

24 x 48 . 

119 Abdicate 

1604 . 

“ 

24 x 24 

129 Abdomen 

1604_ 

“ 

24 x 48 . 

129 Abduct 

1605 

“ 

24 x 24 . 

155 Abet 

1605 . 


24 x 48 . 

155 Abhor 

1606 ... 

“ 

24 x 24 . . . 

145 Abide 

1606 . . 

“ 

24 x 48 . . 

145 Abject 

1607 

t€ 

24 x 24 . 

155 Ablaze 

1607 . 

“ 

24 x 48 

155 Able 

1608 

Center . 

24 x 24 

129 Aboard 

1608 . 

Plate . 

24 x 48 . . 

129 Abode 

1609 . . . . 

“ 

24 x 24 

95 Abolish 

1609 . . 

“ 

24 x 48 . 

95 Abortion 

1610 

“ 

24 x 24 

145 Abound 

1610 . 

“ 

24 x 48 

145 About 

1611 


24 x 24 

129 Above 

1611 

“ 

24 x 48 . 

129 Abreast 

1612 ... 

Ornamental Ceil¬ 
ing or Siding. . . 

24 . 48 . . 

157 Abridge 

1612 

Ornamental Ceil¬ 
ing or Siding. . . 

24 x 96 . 

157 Abrupt 

1613 . 

Plate . 

24 x 24 

119 Abscess 

1613 . . . . 


24 x 48 

119 Abscind 

67 Absent 

1614 .. 

Filler with Mold . . 

6 x 48 

1614 

“ “ “ 

12 x 48 

67 Absolve 

1614 . 

“ “ “ 

18 x 48 . 

67 Absorb 

1614 

“ “ “ 

24 x 48 

67 Absolute 

1615 

Plate . 

24 x 24 . 

145 Abstain 

1615 . 


24 x 48 

145 Abstract 

1616 . . 


24 x 24 

129lAbsurd 

129 Abuse 

1616 


24 x 48 

1617 

Filler Without 
Mold . 

6 x 48. 

67 Accede 

1617 ... 

Filler Without 
Mold . 

12 x 48 

67 

Accent 

1617 .. . 

Filler Without 
Mold . 

18 x 48 . 

67 

Acclaim 

1617 . . 

Filler Without 
Mold . 

24 x 48 

67 

Accord 

1619 

Filler . 

8 x 48 

120 

Accost 

1619 


12 x 48 

120 

Account 

1619 

« 

16 x 48 . . 

120 

Accrue 

1619 

« 

20 x 48 

120 

Accuse 

1619 

“ 

24 x 48 

120 

Ache 

1620 

Panel. 

24 x 24 . 

61 

Achieve 

1621 


12 x 24 

62 

Acid 

1622 


12 x 12 

62 

Acme 

1623 

Ornamental Ceil¬ 
ing or Siding. . 

24 x 48 

157 

Acorn 

1623 

Ornamental Ceil¬ 
ing or Siding. . . 

24 x 96 . 1 

157 

Acquaint 

1624 . . J 

Center Plate . 

24 x 24 . 

61 

Acquire 

1624-C . 

Center . 

60 x 60 . . 

68 

Acquit 

Acre 

1625 

Border Plate. 

24 x 24 . 

119 

1625 


24 x 48 . 

119 

Across 

1626 

Corner Plate. 

24 x 24 

119 

Action 

1627 . 


24 x 24 . 

119 

Active 

1627-C 

Center . 

48 x 48 

121 

Actor 

1628 

Wainscot . 

24 x 36 

65 

Actual 

1628 


24 x 48 . . 

65 

Acute 

1629 

Wainscot Rail . . 

4 x 48 . 

121 

Adapt 

1630 

Frieze with Mold. 

27 3 4 x 24 

100 

Addict 

1630 . 

“ “ “ 

27 j 2 x 48 

100 

Address 

1631 

Filler with Mold . . 

6 x 48 . 

67 

Adept 

1631 

“ “ “ 

12 x 48 . 

67 

Adhere 

1631 

“ “ u 

18 x 48. 

67 

Adieu 

1631 

“ “ w 

24 x 48 . 

67 

Adjourn 

1632 . 

Ell. 

3x3 

65 

Admire 

1633 

Tee .... 

3 x 3 

65 

Adopt 

Adore 

Adrift 

1634 

Cross . 

3 x 3 . . 

65 

1635 . 

Side Wall. 

24 x 24 . 

145 

1635 . . 


24 x 48 .... 

145 

Adult 

1635 . . 

u tt 

24 x 72 . . 

145 

Advance 

1635 . . 

a tt 

24 x 96 

145 

Adverb 

1636 ... 

Outside Corner 
with Mold. 

27 1 2 x 271 2 . 

100 

Aeriel 

1638_ 

Side Wall. 

24 x 48 . . . 

121 

Affirm 

1638 . . 


24 x 72 ... 

121 

Afflict 

1638 . .. 

it t< 

24 x 96 . 

121 

Afford 

1639 

Wainscot . 

24 x 33 . 

120 

Affront 

1640. 

Filler . 

4 x 48 

158 

Again 

Agent 

Aghast 

Aeree 

1640 . 


8 x 48 

158 

1640 .. 

tt 

12 x 48 

158 

1640 . 


16 x 48 

158 

1640 . 

“ 

20 x 48 

158 Ahead 

1640 

tt 

24 x 48 . . 

158 Airy 

102 Aisle 

1641_ 

Center . 

84 x 84 . 

1642 ... 

Side Wail. 

24 x 48 .... 

66 Alarm 

1642 


24 x 72 . 

66 Alas 

1642 . 

tt tt 

24 x 96 ... 

66 Album 

1643 

Cornice . 

9 x 12 x 48 

120 Alert 

1643-A . 

Miter (Inner) . . . 

9 x 12. 

120 Alias 

1643-B . 

“ (Outer).... 

9 x 12 

120 Alibi 

1 


i Number 

DESCRIPTION 

Size Inches 

Page CODE 

Number 

DESCRIPTION 

Size Inches 

1644 


Cornice . 

. 6)4x9Hx4i 

3 63^Alike 

1696.. . 

. Panel Mold. 

3x6x24. 

1644-A 


Miter (Inner) 

6 1 > x 9 1 •>. . . 

63 Allege 

1696 .. 

u a 

3 x 6 x 48 

1644-B 


Outer . . . 

. 6 } ■, x 9 1 •>. . . 

63 Alliance 

1697 . 

. Ell . . 

6x6x3 

1645 


Filler Withou 

t 



1698 .. 

. Tee. 

6x6x3 



Mold . 

. 6x48 

6' 

7 Allot 

1699 

Cross 

6x6x3 

1645 


Filler Withou 

t 



1700... 

. Mold . 

6 x 24 



Mold . 

. 12 x 48. 

61 

7 Allure 

1700.... 


6 x 48 

1645 


Filler Withou 

t 



1701 ... 

Ell. 

6x6 



Mold . 

18 x 48 . 

61 

r Ally 

1702 

Tee. 

6x6 

1645 


Filler Withoui 

t 


1703 

Cross . 

6x6 



Mold . 

24 x 48 

61 

1 Almond 

1704.. 

Cornice Mold 

i y x i y x 4i 

1646 


Cornice . 

5 x 6 x 48 

62 

1 Almost 

1706 

Panel Plate 

24 v 48 

1646-A 


Miter (Inner) . . . 

5x6 . 

62 

I Alone 

1707 . 

Center . . . 

60 x 60 

1646-B 


“ (Outer). . . . 

5x6. 

62 

t Aloud 

1709 

Panel. . . 

24 x 24 

1647 

Cornice . 

6 M x 7 % x 48 

; 146 

► Alpine 

1710 


12 x 24 

1647-A 

Miter (Inner) . . 

6 34 x 7 24 ■ • 

146 

> Amaze 

1711 ... 

“ 

12 x 12 

1647-B 


“ (Outer). . . . 

6 1 « x 7 G . . . . 

146 

> Amber 

1712 

Ell . 

6x6 

1648 . 

Cornice Mold. . . . 

2 3 x 4 x 48. . 

65 

i Ambush 

1713 . . 

Tee . 

6x6 

1648-A 


Miter (Inner) . . 

2 31 x 4. 

65 

i Ameer 

1714 ... 

Cross . 

6x6 

1648-B 


“ (Outer). . . . 

23/ 2 x4. 

65 

i Amelia 

1715 . . . 

Border, Without 


1649 


Eornice . 

2 x 4 x 48 . . . 

120 

• Amend 


Mold . 

18 x 24 

1650 


Nosing. 

3x3x48 ... 

64 

: Amiss 

1715 .. . 

Border, Without 


1652 


Nosing. 

1x1x48... 

65 

i Amount 


Mold . . 

18 x 48 

1653 

Panel Mold. 

6 x 12. 

64 

: Ample 

1716 . 

Nosing 

2 x 2 x 48 

1653 . 


tt tt 

6 x 24. 

64 

: Amuse 

1718 

Cornice 

15 x 16 x 48 

1653.. 


u u 

6 x 48. 

64 

: Anchor 

1718-A 

Miter (Inner) . . . 

15 x 16 

1654 

Ell. 

6x6. 

64 

: Ancient 

1718-B 

“ (Outer). . . . 

15 x 16 

1655 

Tee. 

6x6 . 

64 

: Anger 

1719 . 

Plate 

24 x 24 

1656 

Cross . 

6x6 ... 

64 

: Angle 

1719 


24 x 48 

1657 


Mold . 

6 x 24 . 

64 

: Ankle 

1721 

a 

24 x 24 

1657 



6 x 48. 

64 

: Annex 

1721 

tt 

24 x 48 

1658 

Ell. 

6x6 

64 

Annoy 

1722 

tt 

24 x 24 

1659 

Tee. 

6x6. 

64 

Annual 

1722 

tt 

24 x 48 

1660 

Cross . 

6 x 6. 

64 

Anoint 

1723 

Panel 

24 x 24 

1661. 

Mold . 

6 x 24. 

146 

Anthem 

1724 


18 x 24 

1661 . 



6 x 48 . 

146 

Antic 

1725 

a 

18 x 18 

1662 



3 x 48 . 

65 

Antique 

1726. 

Cornice, Galvan¬ 


1663 

Cornice Mold. . . . 

3 x 48. 

63 

Anvil 


ized Iron. 

12 x 18 x 48 . 

1664 

Frieze. 

18 x 48 . 

65 

Anxious 

1726 ... 

Cornice, Galvan¬ 


1665 

Plate . 

24 x 24 . 

95 

Apart 


ized iron 

12 x 18 x 96 

1665 



24 x 48 ... 

95 

Appeal 

1726-A 

Miter (inner) 

12 x 18 

1666.. 


“ 

24 x 24 . 

95 

Appease 

1726-B . 

“ (Outer).... 

12 x 18 ' ’ ' 

1666. . 


U 

24 x 48 . 

95 

Append 

1727 

Filler 

24 x 24 

1667.... 

Wainscot . 

24 x 32 . 

98 

Applaud 

1727.... 


24 x 48 

1668.. . 

Plate . 

24 x 24 . 

95 

Apple 

1727 

tt 

24 x 96 

1668. . 


“ 

24 x 48 . 

95 

Appoint 

1728 . . 

Plate . 

24 x 24 . 

1669. . 

Center . 

43 x 48 . 

101 

Appraise 

1728 


24 x 48 

1670 . 

Side Wall. 

24 x 48 . 

99 

Approach 

1729 

u 

24 x 24 

1670. . 


u tt 

[24 x 72 . 

99 

Approve 

1729 ... 


24 x 48 

1670.. .. 


tt tt 

24 x 96 . 

99 

Apricot 

1730. . 

Panel . . . 

24 x 24 

1671 . . 

Cornice . 

113^x13x48 

97 

Apron 

1731.. . 


18 x 24 

1671-A . 

Miter (Inner) . . . 

1132x 13 

98 

Arbiter 

1732. . 

t< 

18 x 18 ... 

1671-B . 


“ (Outer).... 

113 -2 X 13 

98 

Archer 

1733 . 

Panel, Triangular 

24 x 24 x 24 

1672 

Cornice . 

5 x 7 x 48 

97 

Archives 

1734 

it it 

7 x 7 x 10 

1672-A . 

Miter (Inner) .... 

5x7. 

97 

Archway 

1735 

Plate . 

24 x 24 

1672-B . 

I 

“ Outer) 

5x7. 

97 

Arctic 

1735 


24 x 48 

1673 . 

Plate . 

24 x 24 . 

96 

Ardent 

1736 

n 

24 x 24 

1673 


tt 

24 x 48 . 

96 

Arduous 

1736 


24 x 48 

1674.... 

Mold . 

6 x 24. 

97 

Area 

1737 ... 


24 x 24 

1674 


u 

6 x 48 

97 

Argue 

1737 . 


24 x 48 

1675. . 

Ell ... . 

6x6 

97 

Arido 

1738 


24 x 24 

1676 . . 

Tee.' 

6 x 6. 

97 

Ark 

1738 


24 x 48 

1677.. . 

Cross . 

6 x 6 

97 

Army 

1739 


24 x 24 

1678 ... 

Mold . 

3 3 ? x 48. 

97 

Aroma 

1739 . 


24 x 48 

1679 

Ell. 

3y 2 x3y 2 . . . . 

97 

Arrange 

1740 


24 x 24 

1680 . 

Tee. 

3y 2 x3y 2 . . . . 

97 

Array 

1740 


24 x 48 

1681 

Cross . 

3y 2 x3y 2 .... 

97 

Arrest 

1741 

Border with Mold t 

24 x 24 

1682 . 

Wainscot Rai 1 . . 

5 x 48 . 

98 

Arrive 

1741 


24 x 48 . 

1683 

Side Wall. 

24 x 48 

98 

Arson 

1742.... i 

Outside Corner 


1683 . 


U U 

24 x 72 

98 

Artery 


with Mold ... 5 

24 x 24 

1683 


tt tt 

24 x 96 

98 

Artist 

1743 . . j 

Inside Corner . ... ‘ 

24 x 24 

1684 . 


tt n 

24 x 24 . 

102 . 

Ascend 

1744 ( 

Outside Corner . . J 

24 x 24 

1684-A . 

Wainscot Plate . . 

24 x 48 

101 . 

Ascribe 

1745 . ] 

Border . i 

24 x 24 

1685 

Frieze. 

24 x 24 

99 . 

Ashen 

1745 

i< j 

24 x 48 

1685 



24 x 48 

99 . 

Ashore 

1746 < 

Outside Corner j 

L8 x 18 

1686 . . 

Inside Corner 

24 x 24 . 

96 . 

Asleep 

1747 ... ] 

Mold .] 

L2 x 24 . 

1687 . . 

Outside Corner . . 

24 x 24 

96 . 

Aspect 

1747 .... 

“ . i 

L2 x 48 

1688 

Plate.! 

24 x 24 . 

96 . 

Aspire 

1748 ] 

Ell 1 

L2 x 12 

1688.... 



24 x 48 . 

96 . 

Assail 

1749 

ree .1 

L2 x 12 

1689 

Filler . 

12 x 48. 

99 . 

Assault 

1750 < 

3ross . 1 

12 x 12 

1689 



16 x 48 . 

99 . 

Assent 

1751 ] 

Mold 

6 x 24 

1689. . 



20 x 48 . 

99 . 

Assign 

1751 


6 x 48 

1689 



24 x 48 . 

99 . 

Assist 

1752 ] 

Ell 

6x6 

1690 . 

Ornamental: 

24 x 48 . 

156 . 

Assume 

1753... . 1 

ree. 

6x6. 



Beaded . 




1754 . ( 

3ross . 

6x6 

1690 . . 

Ornamental 




1755 ... ] 

Mold . 

6 x 24. 



Beaded . ! 

24 x 96 . 

156 . 

Astound 

1755... 


6 x 48 

1691. . . 

Plain Beaded . . . . ! 

24 x 48 . 

157 . 

Astridge 

1756.... ] 

Ell. 

6x6. 

1691 . 



24 x 96 . 

157 . 

Asylum 

1757. 

ree . 

6x6. 

1693 

Plate.! 

24 x 24 . 

130 , 

Attach 

1758.... < 

Cross . 

6x6 

1693 



24 x 48 . 

130 , 

Attempt 

1759.... ] 

Mold 

4 x 24 

1694. ... 

Filler . 

12 x 48 . 

130 j 

Attend 

1759 ... 


4 x 48 

1694.. . 



16 x 48 . 

130 i 

Attest 

1760.... ] 

Ell ... . 

4x4 

1694.. 



20 x 48 . 

130 i 

Attire 

1761 .I 

ree . . 

4x4 

1694. 



24 x 48 . . 

130 i 

Attact 

1762 ( 

Cross . 

4x4 

1695.. 

Cove.: 

30 x 24. 

146 i 

Auburn 

1763 . . . 1 

Filler with border 2 

14x24. 

1696 _ 

Panel Mold. 

3x6x12.. 

64 i 

Auction 

1763 . . 

“ “ “ 2 

54 x 48. 


Page CODE 


64 

64 

64 

64 

64 

121 

121 

121 

121 

121 


Audible 
Audit 
Auger 
Aunt 
Aurora 
Babe 
Baboon 
Back 
Bacon 
Bad 

65 Badge 

66 Bake 
68 Bald 

61 Bank 

62 Banner 
62 Barely 

146 Bargain 
146 Baron 
146 Basin 

13 Basket 


5 Bass 
1 Batter 
i Beast 
r Beat 
r Bean 
) Beaver 
) Become 
I Belfry 
I Below 
9 Bench 
9 Bend 

61 Benefit 

62 Benign 

62 Bequest 

L 

63 Bereave 

63 Bestow 
67 Betray 
67 Better 
19 Between 
19 Betty 
19 Beulah 
9 Beverage 
9 Beverly 
9 Beware 
9 Bewitch 

61 Binder 

62 Biped 
62 Biscuit 
61 Blame 


leach 

leed 

[ended 


Number 

DESCRIPTION | Size Inches 

Page 

5 CODE 

1764. 

. Inside Corner. . . 

. 24 x 24 _ 

14 

l Borrow 

1765... 

. Filler . 

. 4 x 48 

13 

Botany 

1765 


8 x 48 

11 

Bother 

1765 

“ 

12 x 48 

11 

Bottle 

1766 

a 

24 x 24 

19 

Bough 

1766 . 

a 

24 x 48 

19 

Bounce 

1766.. 

a 

24 x 96 

19 

Bouquet 

1767. 

Wainscot . 

24 x 36 

20 

Bowels 

1767.. 


24 x 48 

20 

Boxer 

1768 . 

a 

24 x 36 . 

21 

Boycott 

1768. 

a 

24 x 48 

21 

Brace 

1769 

Side WaU Middl< 

5 24 x 24 . 

11 

Bracket 

1770 

“ “ Top . . 

. 24 x 24 . 

11 

Brag 

1771.... 

“ Bottom 

24 x 24 . 

11 

Braid 

1772 

Wainscot Rail . . 

. 4^x48 .... 

16 

Brake 

1773 

End Piece Left . . 


16 

Brandy 

1774 

“ “ Right 


16 


1775 

Mold Spacer. 

12 x 12. 

11 

Bravery 

1776 

Side Wall. 

24 x 48 . 

19 

Brawl 

1776 

U U 

24 x 72 . . 

19 

Breach 

1776. 

u a 

24 x 96 . 

19 

Bread 

1777 

U U 

,24 x 24 . 

18 

Breeze 

1777. 

u cc 

24 x 48 ... 

18 

Brevet 

1777. 

tt tt 

24 x 96 

18 

Briar 

1778 

Cornice . 

3x6x48 . 

16 

Bribe 

1778-A . 

Miter (Inner) 

6x6. 

16 

Bribery 

1778-B . 

“ (Outer) 

6x6. 

16 

Brick 

1779 ... 

Cornice . . . 

4x5x48.. 

16 

Bridal 

1779-A 

Miter (Inner) 

6x6. 

16 

Bridegroom 

1779-B . 

“ (Outer) 

6x6. 

16 

Bridesmaid 

1780. 

Cornice . 

18 x 18 x 48 

15 

Bridge 

17S0-A . 

Miter (Inner) . . . 

18 x 18. 

17 

Brief 

1780-B . 

“ (Outer) 

18 x 18. 

17 

Bright 

1781.... 

Cornice . 

12 x 13 y 2 x 48 

16 

Brink 

1781-A . 

Miter (Inner) . . . 

12 x 13 H... • 

17 

Brittle 

1781-B . 

“ (Outer) 

12 x13 j o . . 

17 

Broad 

1782 .... 

Center . 

48 x 48 

20 Broil 

1783.... 


48 x 48 

21 Broken 

1784 ... 

Filler . 

20 x 48 

145 Broth 

1784.... 


22 x 48 

145 Brother 

1784.. 

a 

24 x 48 

1 4-fi RrnmxViflm 1 

1784... 

a 

26 x 48 

145 Brown 

1785... 

Frieze. 


18 Bruise 

1786 

Center Ventilating 

40 x 40 x 12 . . 

122 Brush 

1787. ... 

24 x 24 x 12 . 

122 Brutal 

1788.... 

tt u 

24 x 24. 

11 Bubble 

1789... 

Side WaU . 

24x48. . 

147 Bucket 

1789.. 

tt u 

24 x 96 

147 Buckram 

1790 

Base. 

9 x 48 

147 Budge 

1791. ... 

Wainscot Rail . . . 

4} 2 x 48 ... 

147 Buggy 

1792 ... 

Cornice . 

8 x 10 x 48 . 

130 Build 

1792-A . 

Miter (Inner) . . . 

8 x 10. 

130 Bulb 

1792-B . 

“ (Outer).... 

8 x 10. 

130 Bullet 

1793 

Mold . 

6 x 24 

130 Bullion 

1793 


6 x 48 

130 Bullock 

1794 

Ell. 

6x6 

130 Bumper 

1795 iTee . 

6x6 

130 Bunch 

1796 

Cross . 

6x6 

130 Bungle 

1797_ 

Ornamental Ceil¬ 




ing or Siding. . . 

24 x 48 . 

156 Burden 

1797_ 

Ornamental Ceil¬ 





ing or Siding. . . 

24 x 96 . 

156 Burglar 

1798 

Miter Box. 

6x6 

64 Burn 

1800 Plate. 

24 x 48 

49 Cab 

1800.. . 

“ 

24 x 96 

49 Cabin 

1801 . 

“ Outside Cor. 

24 x 24 . 

49 Cadet 

1802 ... 

“ Inside Cor. 

24 x 24 . 

49 Cage 

1803 

“ Border. 

24 x 24 . 

49 Calico 

1804.. 

“ Outside Cor. 

24 x 24 . 

49 Camel 

1805. .. 

“ Border. 

24 x 48 . 

50 Camera 

1805 . 

“ Border.! 

24 x 96 

50 Camphor 

1806 . Cornice with Filler 

6 x 6 x 48 

50 Candid 

1806.... < 

Eornice with 4-in. 





Filler . 

6 x 6 x 48 

50 CanoDv 

1806... . < 

Eornice with 8-in. 





FUler . 

6x6x48 

50 Canteen 

1806. ... < 

Dornice with 





12-in. Filler. . . 

6 x 6 x 48 

50 Canvas 

1806-A . 1 

Miter (Inner) . . . 

6x6. 

50 Caption 

1806-B . 

“ (Outer).... 

6x6. 

50 Carbon 

1807.... I 

Filler Without 





Cornice . 

4 x 48. 

50 Carcass 

1807 .... I 

filler .Without 





Cornice . 

8 x 48 

KO Cttrom 

1807 .... I 

filler Without 





Cornice .j 

L2 x 48. 

50 Caroet 

1808 .. ( 

Cornice Without 





Filler . 

6x6x24.. 

50 Carrot 

1808.... ( 

Cornice Without 





FUler . 

6x6x48 . 

50 Cartoon 

1809 . . . ( 

Center . < 

18 x 48. 

51 Cashier 

1810 ... 


J6 x 36 

fil raclrof 

1811. . . ( 

Center with Zinc 





Ventilator . . . . 1 

72 x 36 . 

52 Catcher 

1812. . . . < 

Center with Zinc 





Ventilator . . . . 1 

72 x 72 . 

158 Cattle 

1812 < 

Center without 





Zinc VentUator . ’ 

72 x 72 . 

158 Cause 










































































































































































































































































































































































































































































































































































































































































































NUMERICAL INDEX AND TELEGRAPH CODE. Continued 


Number 

DESCRIPTION 

CLASS 

Page 

CODE 

1901. . . . 

Ceiling Design. . . 

Modern. 

159 

Magic 

1902 ... 

“ 


“ . 

160 

Magnet 

1903. . 

“ 

“ 

Romanesque. 

123 

Major 

1904.. . . 

“ 

u 

Rococo. 

131 

Malady 

1905.... 


u 

Modern. 

161 

Malice 

1905-A . 

“ 

“ 

“ . 

162 

Mangle 

1906.. . 

“ 

“ 

Greek. 

148 

Manner 

1907.... 

« 

“ 

Modern. 

163 

Maple 

1908... 


“ 

Rococo. 

132 

March 

1910. . 

“ 

“ 

Greek . 

149 

Maroon 

1911. . 

“ 

« 

Rococo. 

133 

Marquis 

1913. . . . 

“ 

“ 

Romanesque . 

124 

Matron 

1915. . 

“ 

“ 

Greek. 

150 

Meadow 

1915-A . 

“ 

« 

« .. 

151 

Meager 

1916. . . . 

« 

« 

Rococo. 

134 

Measure 

1917.. . . 

« 

“ 

u . 

135 

Medal 

1920 

« 

“ 

Colonial. 

69 

Merit 

1922 

« 

“ 

Romanesque. 

125 

Meteor 

1923. . . 

“ 

“ 

a . 

126 

Midway 

1924.... 

“ 

“ 

Colonial . 

70 

Milk 

1924-A . 

“ 

“ 

“ . 

71 

Mimic 

1924-B . 

“ 

“ 

“ . 

72 

Mirror 

1924-C 

« 

“ 

« 

73 

Mirth 

1925... 

“ 

“ 

“ . 

74 

Mischief 

1926 


“ 

Romanesque. 

127 

Miserable 

1927 

“ 

“ 

Greek . 

152 

Misjudge 

1928 

“ 

“ 

“ . 

153 

Misplace 

1929 

“ 

“ 

Rococo. 

136 

Mistake 

1930 .... 

“ 

“ 

“ . 

137 

Mister 

1931... . 

« 

« 

“ . 

138 

Misuse 

1935 ... 

Side Wall 


Greek . 

154 

Model 

1938 



Romanesque. 

128 

Moist 

1942 

u u 


Colonial. 

94 

Mood 

1965 

Ceiling Design. . . 

Gothic . 

103 

Moral 

1965-A . 

* 

w 

“ 

104 

Morning 

1966.. .. 


“ 

“ . 

105 

Mortgage 

1966-A . 

“ 

“ 

“ . 

106 

Mosquito 

1968.... 

« 

“ 

“ 

107 Moth 

1968-A . 


“ 

“ . 

108 Motion 

1970.... 

SirlR Wall 


« 

118 Motive 

1973.... 

Ceiling Design. . 

« 

109 Moulder 

1984 .... 

1986 . . . 

Sirlp* Wall 


« 

117 Mourner 

Ceiling Design. . . 

“ . 

110 Moustache 

1987.... 

“ 

“ 

“ . 

111 Mouth 

1988. . . . 



i 

112 Move 


Number 

DESCRIPTION 

CLASS 

Page 

CODE 

1988-A . 

Ceiling Design 

Gothic. 

113 

Moveable 

1988-B . 

“ 

“ 

“ . 

114 

Much 

1990 .... 

“ 

« 

Modern. 

164 

Mule 

1991. .. 

« 

« 

“ . 

165 

Mum 

1993 ... 

« 

“ 

Rococo. 

139 

Mumps 

1993-A . 

« 

« 

« .. 

140 

Murder 

1993-B . 

« 

“ 

« . 

141 

Muscle 

1993-C . 

« 

“ 

“ . 

142 

Musket 

1994 ... 

Ceiling Design. . . 

Gothic . 

115 

Mutiny 

1995 ... 

“ 

“ 

u . 

116 

Mutual 

1996 .. 

“ 

« 

Rococo. 

143 

Muzzle 

1997 

“ 

“ 

Modern. 

166 

Myrtle 

1998 ... 

Ceiling Design . 

Italian Renaissance 

53 

Mystery 

1999 

“ 

“ 

« u .... 

54 

Myth 

2000.... 

« 

“ 

“ “ .... 

55 

Nabob 

2001 

“ 

“ 

“ “ .... 

56 

Nacre 

2002 ... 

“ 


“ “ .... 

57 

Nadir 

2003 

« 

“ 

“ “ .... 

58 

Nag 

2004 ... 

« 

“ 

« “ .... 

59 

Nail 

2005 

Side Wall 


“ “ .... 

60 

Nailer 

2006 

“ 


“ “ .... 

60 

Naija 

2008 

Ceiling Design. . . 

Rococo. 

144 

Naikem 

2009 ... 

« 

“ 

Colonial. 

75 

Naked 

2011 ... 

“ 

“ 

“ . 

76 

Napkin 

2012 

« 

“ 

“ . 

77 

Narrate 

2023 

“ 

“ 

“ . 

78 

Native 

2024 

“ 

“ 

“ . 

79 

Nausea 

2025 

« 

“ 

“ . 

80 

Needle 

2026 .. 

« 

“ 

“ . 

81 

Neglect 

2027. 

“ 

“ 

« 

82 

Nephew 

2030 

« 

“ 

“ . 

83 

Neutral 

2031 ... 

« 

“ 

. 

84 

Never 

2032 

“ 

“ 

“ . 

85 

Noble 

2033 

« 

“ 

“ . 

86 

North 

2034 

“ 

“ 

“ . 

87 

Notice 

2035 

“ 

“ 

“ . 

88 

Notify 

2036 

“ 

“ 

“ . 

89 

Novel 

2037 


“ 

“ . 

90 

Nowhere 

2038 


“ 

“ . 

91 

Nuisance 

2039 


“ 

“ . 

92 

Nullify 

2042 ... 

“ 

“ 

“ . 

93 

Nurse 

2117. 

“ 

“ 

French Renaissance . . 

22 

Oblong 

2119 

“ 

“ 

“ “. 

23 

Oboe 

2121. 

“ 

“ 

“ “ . . . . 

24 

Obscure 

2122 

“ 

“ ... 


25 

Obstacle 


Number 

DESCRIPTION 

CLASS 

Page 

CODE 

2128.... 

Ceiling Design 

French Renaissance. 

26 

Obviate 

2129 .. 

« « 

“ “ .... ! 

27 

Ocarina 

2135 

« « ... I 

“ “ .... i 

28 

Octave 

2136. . .. 

« “ ...! 

“ “ .... | 

29 

Octennial 

2137. . . . 

“ “ ... | 

“ “ .... 1 

30 

Octopod 

2138.... 

• • • i 

“ “ .... | 

31 

Octople 

2139 


“ “ . . . . : 

32 

Odalisk 

2140 ... 


“ “ . . . . | 

33 

Odious 

2141 ... 


M “ . . . . | 

34 

Odor 

2142.. 


“ “ . . . . j 

35 

Offend 

2143. ... 

“ “ ...! 

“ “ . . . . 

36 

Ogle 

2144 . 

« 

“ “ 

37 

Okapi 

2145 

« “ . . .! 

“ ' “ _ 

38 

Oleander 

2146.. 

“ “ ... | 

“ “ . . . . j 

39 

Olive 

2147 _ 

« “ ... 1 

“ “ .... | 

40 

Ombre 

2148 .. 

« •* . . .1 

u “ .. . . i 

41 

Omega 

2149... 

“ a ... | 

“ “ . . . . i 

42 

Omelet 

2150 . 

« 

“ “ 

43 

Onager 

2151 

“ “ 

“ “ . . . . I 

44 

Onion 

2152 

“ 

a “ . . . . 1 

45 

Onward 

2153.... 

“ 

“ “ . ...! 

46 

Oodles 

2167... . 

Side Wall. 

u * 

47 

Orange 

2176 .. 

U u 

“ a .... i 

48 

Osmose 

2177 

* “ . 

w “ .... ! 

47 

Osprey 

2180 

“ “ .; 

w “ 

48 

Ostrich 

2501 . 

Interior . 

Gothic .! 

183 

Rabble 

2502 .... 

« . 

Colonial.i 

175 

Race 

2503 

“ . 

“ . ! 

174 

Racket 

2504 

“ . 

Gothic . 

168 

Radical 

2505 . 

“ . 

“ .! 

167 

Radius 

2507.... 

“ . 

“ . 

171 

Rain 

2508... 

“ . 

* .; 

167 

Raise 

2509 

“ _•. 

Colonial. 

169 

Rake 

2510 

“ . 

“ . 

168 

Rally 

2511 . 

“ . 

Gothic . 

177 

Ram 

2514 

“ . 

w . 

178 

Rapid 

2515 ... 

“ . 

“ . 

173 

Rapture 

2525 ... 

* . 

Colonial . 

179 

Rebel 

2526 . 

« . 

“ . 

180 

Rebuke 

2528 

« 

. 

Greek. 

182 

Recess 

2529 

“ . 

Gothic . 

181 

Recline 

2534 ... 


“ . 

176 

Refer 

2535 

« 

Greek . 

172 

Reform 

2537 

“ . 

Colonial. 

184 

Rejoice 

2539 

“ . 

Italian Renaissance.... 

170 

Remain 


CEILINGS, PLATES, MOULDINGS, CORNICE, ETC. 


French Renaissance . . . 

.Pages 

9 

to 

48 

Rococo . 

.Pages' r 129 to 

144 

Italian Renaissance .... 

u 

49 

to 

60 

Greek. 

. “J 145 to 

154 

Colonial. 

(l 

61 

to 

94 

Modem . 

. “. 155 to 

166 

Gothic . 

_ “ 

95 

to 

118 

Interiors. 

. 167 to 

184 

Romanesque . 

Cl 

119 

to 

128 





QUESTIONS AND COMMANDS CODE 


ANSWERS 


CODE 


When can you ship? . 

When will you ship? . 

Have you in stock? . 

Can you ship promptly? . 

How soon can you ship?. 

Have you shipped order? . 

Ship at once by freight . 

Ship at once by express . 

Write lowest price at which you can sell. . . 
Telegraph lowest price which you can sell. 
Wanted at once. Telegraph when will ship 
May we substitute? . 


Tackle 

Tadpole 

Tandem 

Tavern 

Temper 

Theory 

Thorn 

Thread 

Throne 

Thunder 

Toast 

Tomato 


We can ship . 

We will ship . 

We have shipped . 

We will accept order. 

We have none in stock . . . 
We have written particulars 
We have all in stock except 
You may substitute. 


Tornado 

Tower 

Tramp 

Tremor 

Triangle 

Trinity 

Trunk 

Tunnel 
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